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T H H Leatield radio station is situated approxi¬ 
mately 15 miles west of Oxford, and comprises 
several long and short wave medium power 
telegraph transmitters for overseas communication. 
These transmitters are operated from the Central 
Radio Office in London by means of a new high-speed 
Multi-Channel Carrier Telegraph communication 
system developed in the Department’s Radio Section. 

Prior to the introduction of the new system, the 
method of signalling was by means of double-current 
operation on single-wire lines leading from London 
to each transmitter and the terminal signalling 
equipment conformed to the usual telegraph practice 
for such circuits. 

Economical utilization-of land lines and the neces¬ 
sity for up-grading the land line portion of radio 
circuits to provide for developments in radio tele¬ 
graph technique demanded a system having a per¬ 
formance considerably superior to that hitherto 
achieved. High-speed telegraphy employing currents 
in the audio-frequency range in ordinary loaded 
telephone lines does not become tin attractive 
economical proposition unless the transmission on 
each channel is restricted to a narrow frequency 
spectrum. Considerable narrowing of the spectrum 
for given signalling speeds can be attained if special 
methods tire adopted at the receiving end to offset 


the degradation produced by restricted operation and 
the limits to which this can be accomplished there¬ 
fore define the spectrum employed and hence the 
economics of the system. 

It is the purpose of this article to give a brief 
description of the new system which has the out¬ 
standing feature of a wholly electrical method of 
transmission abolishing delicate mechanical adjust¬ 
ments characteristic of telegraph transmission 
systems hitherto in use, and which enable the speeds 
of transmission to be raised by effecting tin automatic 
correction to signals distorted by restricted frequency 
range of transmission. 

Transmission Phenomena. When tin oscillatory 
current of a single frequency is started or stopped 
abruptly, as in sending a dot or a dash from a 
controlling transmitting key or telegraph relay, there 
is manifest, momentarily, in an ordinary telephone 
line a wide continuous spectrum of additional fre¬ 
quencies on each side of the single frequency at the 
commencement and termination of each impulse. 
Now, if the range of this wide band of frequencies 
is not restricted in some way or other it would be 
practically impossible to transmit high-speed signals 
simultaneously on the several channels since the 
transient frequencies of the different transmissions 
would overlap and could not be physically separated 
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It. Reception of extraneous emission in 
adjacent channel, 1500-1800 c.p.s. 
amplified 22 dl>. with respect t» A 

A. Transmission of approximate rect¬ 
angular dash at 1350 c.p.s. 

C. Reception of extraneous emission in 

adjacent channel, 900-1200 c.p.s. 
amplified 22 db. with respect to A. 

D. Timing ; 2-millisecond intervals. 


Fig. 1.—Effect of Kkung RkctanuClah Oscillatory Dash. 
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at the far end. At the same time, it is very neces¬ 
sary to arrange for the transmission of a certain 
narrow range of these frequencies situated on each 
side of the fundamental frequency. For example, at 
the receiving terminal of a six-channel system, a 
simple dash sent out at a frequency corresponding to 
channel 3 will cause dots of a lower intensity to 
appear in channels 1, 2, 4, 5 and 6. One dash will 
produce two dots in each channel and, owing to the 
action of the receiving filters, the oscillation com¬ 
prising each dot will be approximately at the midband 
frequency of each of the channels. The oscillagram 
of Fig. 1 illustrates a typical case. The delay be¬ 
tween the incidence of the dash (curve A) and the 
appearance of the extraneous emission (curves B and 
C) is due to the delay time of the channel filters. 

On the other hand, a simple dash of the original 
frequency contained in the rectangular envelope of 
Fig. 2(a) when keyed through a selective circuit or 
filter will appear in the 
“ rounded ” form shown in 
Fig. 2(b). The selective 
circuit has a lag which stops 
the signal from reaching its 
full amplitude immediately, 
and also prevents its imme¬ 
diate cessation when the key 
is opened. The faster the 
rate of signalling, or the 
narrower the range of frequency selectivity, the 
greater is the relative distortion; for example, 
if dashes are created too rapidly the signals will 
not fall to zero though the key may be fully open. 
Conversely a solitary dot will not rise to its full 
amplitude. Thus, with high-speed operation the 
carrier-signals received through selective circuits 
exhibit much the same idiosyncrasies as is the case 
with the slower speed submarine cable telegraph 
using direct current. 

While the usual method of restricting the range of 
transmitted frequencies is to employ a filter in each 
sending channel before the channels are combined, in 
the system about to be described simpler and less 
costly means are employed to achieve the desired 
suppression of the unwanted frequencies and to per¬ 
mit the transmission of the wanted band. 

It would perhaps be more appropriate to say that 
in this system the unwanted frequencies are not 
created or are created to a much lesser extent in the 
first instance. This is rendered possible by the 
introduction of a new type of keying relay, called the 
Modulator, which permits the building up and stop¬ 
ping of the oscillatory current in the line to be a rela¬ 
tively gradual instead of an abrupt process. 

The problem of reception of the rounded signals 
of such varying character has been satisfactorily 
solved by a thermionic receiving device called the 
Trigger Relay. 1 For a large degradation of the 
rectangular-shaped envelope of the transmitted 
signals, caused by the narrowing of the spectrum at 


1 Printed Paper, No. 136. I.P.O.E.E. “ S«mc Develop¬ 
ments in Telegraphic Technique as Applied to Radio 
Circuits.” II. Faulkner, B.Sc. (Hons.), and G. T. 
Evans. 



Fig. 2.—Rectangular 
and Rounded Dash. 


the sending anti receiving ends of the system, the 
characteristic performance of this relay causes not 
only the restoration of the rounded oscillatory impulse 
to an abrupt direct current of uniform magnitude, 
but the “ time ” duration of each impulse is restored 
to its proper relationship with respect to the trans¬ 
mitting end. As distinct from normal methods of 
reception this relay introduces a characteristic distor¬ 
tion which is the opposite of that exhibited by the line 
and selective circuits. 

By way of interest it may be mentioned that the 
amount of compensation introduced to offset trans¬ 
mission distortion is such that undistorted rectangular 
signals applied at the input pass out of the relay in 
badly distorted formation unless the compensation is 
removed. 

The operation of the system will be best under¬ 
stood if the foregoing sending and receiving elements, 
i.e., Modulator and Trigger Relay are first described. 

Modulator. The modulator supersedes the familiar 
telegraph relay employed to make and break a steady 
source of oscillatory current. It is similarly operated 
by a controlling marking and spacing direct current 
from the extension line or instrument room. The 
device, which comprises a small Westinghouse 
rectifier and input and output transformers, contains 
no delicate moving mechanical parts or uncertain 
contact-making mechanism, possesses the important 
advantage of freedom from bias distortion and, save 
for normal routine tests, requires no adjustment. 

Principles of Operation. The voltage current 
characteristic of all contact rectifiers is of the type 

At or about B the origin of 
the curve the resistance is 
very high compared to its value 
at a point C. If an alternating 
voltage of small amplitude is 
applied to such a rectifier 
operating at B, little or no 
current is reclified or passed by 
the device. If, however, the 
point of operation is moved to 
C by the application of a direct 
voltage, the same small alter¬ 
nating voltage will produce an 
alternating current component 
through the rectifier. The 
application or withdrawal of 
the direct voltage thus starts or stops the How of 
alternating current. 

To effect the mutual separation of the direct and 
continuous current, an assembly of four rectifiers in 
bridge form is used as shown in Fig. 4. 


shown in Fig. 3. 



Fig. 3.—Form of 
Voltage / Current 
Characteristic of 
Contact R ecti fiers, 
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With this arrangement no direct current flows in 
the A.C. circuit and conversely no A.C. voltage is 
applied to the 1).C. circuit in either the key-up or 
key-down position. The practical realization of this 
scheme is shown in the diagram of Fig. 5. 


s, p? 



FlU. 5.-SCFIKMATIC 1 >IAIjliAM (M KkVIXC MODULATOR. 


Input and output transformers tire introduced in 
the alternating current path and the windings are so 
arranged that in the non-conducting condition of 
the rectifier the voltag'e developed across the outer 
terminals of 1’2 is zero due to the opposite windings 
of SI. In the conducting condition of the rectifier, 
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however, the windings of the transformers become 
effectively series aiding. 

The direct current actually flowing in the rectifier 
is a fraction of the current in the control line from the 
instrument room in order to retain the standard tele¬ 
graph practice of + 80-volt signalling. 

The action of the device in rounding off the oscil¬ 
latory impulse is accomplished by the inductance, I., 
included in the rectifier circuit which prevents the con¬ 
trolling direct current, f, attaining its final value 
immediately on depressing the sending key but allows 
it gradually to rise to this value in accordance with 
the equation 



where R is the resistance of the rectifier and 
associated network. Moreover, the direct current 
does not suddenly drop to zero from its higdiest value 
when the key is opened, but falls in accordance with 
a similar time function which shapes the end of the 
signal. 

The oscillagrams of Fig. 6 illustrates the action 
of the Modulator. 

Trigger Relay. The trigger relay is a thermionic 
valve device which receives the rounded oscillatory 
impulse from each channel and converts it into a 


I a Rectangular dots with inductance out of circuit. 
I b Rounded dots due to insertion of inductance I.. 


c t'outrolling D.C. from Wheatstone transmitter. 


d Timing; 2.millisecond intervals. 
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l>. Reception, as in Fig. 1 (ll), but with 
amplification of 90 Ob. 


A. Transmission of dash at 1,350 c.p.s., 
rounded by modulator. 

C. Reception, as in Fig. 1 (C), but with 

ampliiication of 40 db. 

D. Timing ; 2-millisccond intervals. 


Fig. 6.—Oscillagrams illustrating Performance Modulator and Reduction of Extraneous Emission. 
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larger abrupt direct current impulse which actuates 
the radio transmitters, monitoring Wheatstone tape 
recorders, or the order wire sounders. 

Fig. 7 shows a simple schematic diagram of the 
relay. 





Fig. 7.—Schematic Diagram of Trigger Relay. 

The oscillatory impulse passes through a small 
full-wave metal rectifier before actual application to 
the input terminals. This rectifier is, however, 
omitted from the simple diagram for the sake of 
clearness. 

In the normal condition, i.e., with no signal input, 
the grid of V x is biassed negatively to the no current 
condition in that valve by virtue of the current 
through R,; while the grid of V 2 is at zero potential 
with respect to this cathode, thus permitting 
maximum current to flow in the output load R s . It 
is important to observe at this stage that the anode 
current of V 3 flows through Rj. 

Now if the potential on the grid of is raised 
positively as by the arriving signal at the input, 
current commences to flow in V l and R 2 thus decreas¬ 
ing the current in V 2 , R s , and consequently R,. It 
is seen, therefore, that the grid of gets a positive 
bias in addition to, and resulting from, the signal 
input voltage, and this internal action in the relay 
continues until the current in R 5 is reduced to zero. 

With a suitable value for R u a phenomenon of 
instability termed “ triggering ” takes place in which 
the reduction of current in V 2 to zero is virtually 
instantaneous with the application of the signal volt¬ 
age above a certain minimum. Again, depending on 
the circuit constants, the new or triggered condition 
will obtain so long as the originally applied signal 
voltage persists. On its withdrawal, a similar 
phenomenon of triggering in the reverse direction 
occurs and a reversion to the original or normal state 
takes place. 

D.C. Hysteresis. The behaviour of the mutually 
coupled circuit of V t and V 2 exhibits a form of 
hysteresis phenomenon. Referring to Fig. 8, if the 
critical voltage where the discontinuity arises on 
increase of signal volts is e„, an arbitrary zero datum 
being chosen, then, on reduction of voltage, the 
reverse discontinuity will occur at a lower voltage e r 
and the value e s —e r can serve as a measure of the 
hysteresis loop for the purpose of this discussion. 
In practice e s - e r can be arranged to be nearly zero. 

The point of interest, especially to those ex¬ 
perienced in the art of signalling, is that under 
dynamic conditions of operation the practical form of 
this relay is made to exhibit a third effect, namely, 
that of the addition by the actual input signal of a 
compensating voltage e c to the restoring voltage e r 
so that e r + e c is greater than e„. Now e c does not 


begin to appear until the initial triggering, action at 
the threshold operating value e s has been effected 
and its value is arranged to be dependent on the 
signal voltage in excess of e s . 

It is therefore obvious that the hysteresis loop of 
the relay will change from a condition such as (a) in 
Fig. 8 for small signal amplitudes to ( b ) for larger 

amplitudes, the 
width of the loop 
being dependent on 
the magnitude of 
the input signal. 

The compensat¬ 
ing voltage e c is 
introduced by the 
resistance and con¬ 
denser R c acting in 
the grid circuit of 
V,. Before the 
initial triggering 
takes place, the 
grid of Vj being in 
the negative con¬ 
dition, the resist¬ 
ance and condenser 
play no part; but 
directly the relay is 
triggered by the in¬ 
put signal, the 
negative potential 
is removed, thereby transferring the grid from the 
negative condition into the more positive region 
where grid current will flow. 

A proportional' voltage will be developed across 
the resistance condenser R„ as the rounded input 
signal increases in value. By the suitable choice of 
values the duration of a dot of large amplitude (a), 
can be made to equal the dot of smaller amplitude ( b ) 
as shown in Fig. 9. 

Description of 
System. The sys¬ 
tem provides for 
twelve outgoing 
and two incoming 
channels between 
London and Lea- 
field ; seven chan¬ 
nels, six outgoing 
and one incoming 
operate per single 
pair of wires, two 
such pairs being 
employed. Ten of 
the outgoing chan¬ 
nels are designed 
for high - speed 
operation of the 
radio transmitters, while the remaining two out¬ 
going are used in association with the two in¬ 
coming channels for service order wire communica¬ 
tion between the Radio Station and C.R.O. The 
order wire transmissions in the opposite direction are 
operated in the same frequency band (although not 
at the same frequency), discrimination between send- 


h'A’fZ/!)' output 



Fig. 9.—Typical Effect of 
Trigger Relay in Correcting 
Signal Distortion. 




Fig. 8.—Overall 
Characteristics of 
Trigger Relay. 
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ing and receiving for the purpose of enabling full 
duplex working on the order wires being accom¬ 
plished by differential line transformers at each end. 
Thus, as regards the connecting line, seven channels 
are operated in six frequency bands. 

Fig. 10 shows in a simple manner the circuits 
provided. 


LONDON 


LEAFIELD 



Fig. 10. 


-Circuits provided by High-speed 
Carrier System. 


Frequencies and Band Width of Channels, and 
Speed of Signalling Frequencies. The frequencies 
employed for the channels in the two lines are as 
follows :— 



Line 1 


Line 

2. 


Channel 1 

450 

Channel 2 

450 

Outgoing 

,, 3 

750 

,, 4 

750 

from 

„ 5 

1050 

,, 6 

1050 

London 

„ 7 

1350 

,, 8 

1350 


,, 9 

1650 

,, 10 

1650 


-- 11 

1950 

,, 12 

1950 

Incoming 





to 

London 

Channel 13 

300 

Channel 14 

300 


Channels 1 and 13 in Line 1 and channels 2 and 14 
in Line 2 are employed for the order wire lines be¬ 
tween the C.R.O. and Leafield Wireless Station. 


Band width. The channels are segregated at the 
Leafield end by a somewhat unusual system of filters, 
the net band width allocated for the transmissions 
being— 


Channel 
> > 

) ) 

> ) 

>) 
f 1 
) ) 


131 

1 f 
3 
5 
7 
9 
11 


0 to 600 cycles per second. 

600 to 900 ,, ,, ,, 

900 to 1200 ,, 

1200 to 1500 ,, ,, ,, 

1500 to 1800 ,, ,, ,, 

1800 to 2100 ,, 


Channels No. 14, 2, 4, 6, 8, 10, 12 operating in Line 2 
are of course similarly spaced. 

Speed of Signalling. The system gives practically 
distortionless simultaneous transmissions on all 
channels with a substantial margin of allowable 
variation in the strength of the received signals up to 
the following speeds :— 



Channel No. 

Bauds. 

Speeds per channel. 
M*rse equivalent. 

High speed 

channels ... 

3 to 12 

184 

230 \v»rds per min. 

Order Wire 

Outgoing ... 

1 and 2 

160 

200 „ „ „ 

Order Wire 

Ingoing ... 

13 and 14 

128 

160 ,, „ ,, 


Total Morse speed per band width of 2100 c.p.s. is 
1500 w.p.m. approx, in each line. 


London Terminal (transmitting channels). Fig. 11 
shows a block schematic of the London end : the 
twelve sending channels are fed from six oscillators, 
each oscillator feeding two channels operating in 
different cable pairs. A reserve oscillator, which is 
capable of producing singly any of the six working 
frequencies, is also provided. 

The oscillator output is conducted to the channels 
through a dividing unit known as the oscillator 
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differential coils. The purpose of this arrangement 
is to maintain the carrier current in the one channel 
perfectly steady whilst the current from the same 
oscillator (lowing into the other channel is being 
started and stopped during the process of signalling. 
After passing through the unit, a disconnexion or a 
short-circuit of the current in any one branch output 
of the differential coils does not influence the flow of 
current in the complementary branch. 

To send a marking signal, the instrument room 
sends a direct current positive to 11 A ” line which 
returns via the modulator to earth on the “ B.” The 
action of the current is to remove a “ transmission 
loss ” in the alternating current path through the 
particular modulator, so that the oscillatory current 
from the oscillator is released to line. On the re¬ 
moval of the direct current, and also during the 
application of a reversed or spacing current to the 
“ A ” line, the loss is proportionately re-introduced 
and reaches its final value when the negative current 
is fully established. In this state of the modulator, 
the V.F. current through it is attenuated to the low 
level of the spacing condition at the distant end. 

The output of the modulators, each containing the 
restricted but fresh range of frequencies created in 
keying, are combined and the whole amplified for 
transmissions to line by means of the “ Send ” 
amplifier. The combining unit consists of a resist¬ 
ance network which, in association with the high 
impedance input transformer of the amplifier, is 
designed to reduce the possibility of “ cross modula¬ 
tion ” at the combining point. This is a phenomenon 
which occurs in a common transmission path which 
is not linear, that is, the path carrying the plurality 
of transmissions does not remain at the same trans¬ 
mission equivalent for different magnitudes of current 
passing through it. The passage of two or more 
frequencies through non-linear circuits produces 
frequencies which may fall in the range of other 
channels. 

When all channels are transmitting signals, the 
current leaving the amplifier for the line is of the 
nature of a complex alternating current wave being 
the result of six contiguous bands of frequencies, the 
mean frequency of each band being the correspond¬ 
ing oscillator frequency. 

An oscillagram of the complex wave containing six 
transmissions is shown in Fig. 12. 


London Terminal (receiving channels). It was 
stated earlier that the complex current leaving the 
amplifier flows to line. Before actually entering the 
line, however, the outgoing transmission traverses 
the differential transformers or duplexing arrange¬ 
ment. The principle of this arrangement is exactly 
similar to the line and balance terminating sets of 
telephone repeatered circuits. The balancing net¬ 
work is not quite so complicated, however, since the 
balance is only required to be effective over the 
relatively narrow range of frequencies, viz., 0-600 
c.p.s., used for the order wire circuits. 

The incoming current of 300 c.p.s. from Leafield 
enters a 0-600 c.p.s. low pass filter and proceeds to 
the trigger relay, the function of which is to send out 
a direct current to actuate the telegraph sounder 
apparatus in the instrument room. The relay is a 
three-valve unit, the first valve acting as an amplifier 
element. The other two valves constitute the trigger 
relay proper. 

A photograph of the equipment at the I.ondon end 
is shown in Fig. 13. The apparatus is mounted in 
units fitted on both sides of two standard racks 
10' 6* high. Adequate provision of measuring 

instruments and facilities for determining the per¬ 
formance of each unit is made and reserves are pro¬ 
vided for the more vital units. 

Three signalling galvanometers for the purpose of 
checking the direct current from the control telegraph 
lines are fitted. These indicate the magnitude of the 
received marking and spacing currents from the 
instrument room that pass through the modulator. 
There is also a sensitive gain measuring set adjust¬ 
able in two-decibel steps by means of which the V.F. 
characteristics of the overall system may be deter¬ 
mined. Provision is also made whereby the gain set 
containing a thermionic valve (which may be re¬ 
garded as an element subject to variation) can be 
recalibrated against an instrument having a non¬ 
variable element. 

Power Supply. The equipment at both terminals 
is entirely mains operated from 230 volt A.C. supply 
and employs ordinary commercial thermionic valves 
of the indirectly heated type. The anode voltage at 
each terminal is derived from Westinghouse rectifiers, 
the output of which is split into five smoothing 
circuits. Spare rectifiers and filament transformers 
are provided with suitable change over facilities. 



I?. Approximate steady-state amplitude 
of one single transmission con¬ 
tained in curve below. 


A. Complex wave containing six trans¬ 
missions. 


C. Timing; 2-millisecond intervals. 


Fig. 12-— Oscillagram op Complex Wave containing Six Transmissions. 
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Oscillators. 


' J ;ick Field. 

Trigger Relays. 

Sending Amplifiers. 
Measuring Insts. and 
Gain Set. 

Jack Field. 


Spare Sending 

Amplifier (Left). 
Six-Frequency Reserve 
Oscillator (Right) 
and 

Main Switch and Fuse 
Rox (Left). 


Front View. 


Terminating Block. 


Modulators. 


Oscillator Differential 
Coils. 

Line Differential Coils. 
Receiving Filters. 


Combining Units. 

Measuring Insts. 

Plate Current 

Measuring Jacks. 


Alarm Lamp and Fuse 
Panel. 


Filament and H.T. 
Working and Re¬ 
serve Units. 



Fig. 13. — Terminal Equipment at C.R.O. 


Rear View. 


The H.T. to each unit passes through a “ microfuse ” 
and relay; the latter, when released on the blowing 
of a fuse or filament failure, operates an indicating 
lamp and alarm. Complete supply measuring equip¬ 
ment is fitted and as far as possible momentary dis¬ 
connexions in the working circuits due to imperfect 
operation of switches and measuring keys are 
eliminated; the anode currents, for example, being 
measured by the voltage drop method across low 
resistance shunts. 

Transmission Lines. The working lines to Lea- 
field are carried in a composite underground cable. 
Extra heavy loaded pairs are utilized as far as Oxford 
and medium loaded sections are employed from 
Oxford to Leafield. The overall attenuation is 
approximately 15 db. at 1,500 c.p.s. 

Lea/ield Wireless Telegraph Station. At the Lea- 
field Station, there are at present seven high-power 
long and short wave radio telegraph transmitters. 
Four of these are located in one building and three in 
an adjacent building referred to as the old and new 
buildings respectively. 

The main voice frequency telegraph terminal is 
fitted in the old building in a room apart from the 
radio transmitters. The underground cable route 
containing the two working pairs lead in at this point 
and from the main apparatus the V.F. channels 
diverge, the odd-numbered channels under normal 


conditions of working being routed to the old build¬ 
ing and the even to the radio transmitters in the new 
building; liberal facilities are provided to enable the 
cross-connexion of the circuits. 

Briefly the operation of the transmitters is as 
follows :— 

After separation in the main terminal equipment, 
the voice frequency impulses on the ten high-speed 
channels pass through supervisory monitoring 
positions to their respective radio-transmitters, three 
channels being spare for the present. Each trans¬ 
mitter is actuated by a trigger relay, the output of 
which provides a large direct-current controlling 
impulse to the early stages of the high frequency 
valve generators. There are also similar trigger 
relays fitted on the monitoring positions, the direct 
current actuating high-speed Wheatstone recorders. 
Tape records may be taken either from the voice 
frequency paths or from a radio pick-up. A local 
source of voice frequency tone with associated appar¬ 
atus for manual or automatic sending is provided for 
special transmissions or for the local testing of the 
transmitters. In addition there are the two go and 
return V.F. telegraph order-wire channels operating 
on the system to London. Though the latter are 
normally routed to their respective buildings, they 
may both be operated from cither or from a third 
position near the main terminal. 
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'IVi^rr Relays. 


Modulators. 


Supervisory Apparatus (Left). 


Filament and H.T. Unit (Right) and 
Alarms. 


Fig. 15 .—Supervisory Monitoring Panels. 


Front View. 


Rear View. 

Fig. 14 .— Main Y.F. Terminal Koujpmknt, Lku-iki i>. 
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The rack-mounted apparatus of the main terminal, 
supervisory monitoring positions, and trigger relays 
are shown in the photographs of Figs. 14, 15, and 
16. and a schematic diagram of the principal circuits 
is shown in Fig. 17. As at the London terminal, the 
equipment is operated entirely from the 230 volts 
A.C. supply and similar reserve and testing equip¬ 
ment is provided. 

Filter System. The arrangement of filters for each 
line is shown in Fig. 18. It possesses the advantage 
of flexibility as several combinations of frequency 
bands can be obtained by simple cross connexions on 
the jack fields. The six incoming transmissions 
enter the differential coils and pass out to the input 
of the receiving amplifier. These signals are re¬ 
latively weak, having been subject to attenuation by 
the line and the differential coils at both terminals. 
The amplifier raises the level of the signals to a suit¬ 
able value before application to the filter system. 

Passing out of the amplifier, the complex oscil¬ 
latory current encounters a high pass and a low pass 
filter. The former offers a high or non-dissipative 
impedance to all currents of frequencies below 1,200 
c.p.s., that is for frequencies below 1,200 the branch 
of the circuit to the high pass filter is practically open 


circuited or disconnected. For frequencies above 
1,200 c.p.s., the filter impedance is normal and com¬ 
ponent frequencies of the complex wave above 1,200 
c.p.s. flow freely through it. 

The low pass filter behaves in a complementary 
manner, i.e., offering a high impedance of frequencies 
above 1,200 c.p.s. and only permitting the component 
frequencies below this to flow through it. The 
impedance presented to the output of the amplifier 
therefore is substantially normal (000<2) through the 
entire range of the frequency spectrum. Since three 
of the received transmissions arc contained in the 
frequency band below and above 1,200 cycles respec¬ 
tively, they therefore diverge into the separate 
branches of the circuit. Considering the output 
circuit of the low pass filter 0 to 1,200 c.p.s., another 
high and low pass filter is encountered. In this case 
the low pass permits the passage of frequencies from 
0 to 900 c.p.s., in which band two transmissions take 
place. The high pass admits frequencies over 900 
c.p.s.; since, however, frequencies above 1,200 c.p.s. 
have previously been rejected by the 0 to 1.200 low- 
pass filter, currents only of frequencies between 900 
and 1,200 c.p.s. emerge from the output of this high 
pass filter. The two transmissions passing through 
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Fig. 16. —Trigger Relays Controlling Radio Transmitters, I.eafield. 
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Fig. 17. —Block Schematic Diagram of V.F. KgruwiENT, Leafiei.d. 


Oscillator feed 
to other circuit 



Fig. 18. —Arrangement of Filters for each Line. 


the low pass 0-900 are likewise divided by the 0-600 An attenuation-frequency chart, giving the precise 

and 600 to cv low pass and high pass filters, and measurements of the transmission characteristics 
similar reasoning brought to bear on the transmis- taken from the common input to the several output 

sion taking place above 1,200 c.p.s. will show that jacks of the filter system is shown in Fig. 19, the 

the emerging currents from the terminating filters dotted line on the right indicating the complementary 
have been separated into the following bands :— line attenuation at the higher frequency. 

L.P. 0- 600 0- 600 c.p.s. After leaving the filters, a single stage of amplifica- 

H.P. 600- cv 600- 900 ,, tion is introduced in each high-speed channel before 

H.P. 900- cv 900-1200 ,, leaving the main rack. This is necessary in order to 

L.P. 0-1500 1200-1500 ,, establish a high ratio between the V.F. signals and 

L.P. 0-1800 1500-1800 ,, the strong interfering currents at radio frequencies 

H.P. 1800- rv. 1800-2100 ,, picked up in the leads and apparatus leading to the 
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Fig. 19. —Attenuation/Friiouencv Characteristics of Filter System. 


radio transmitters. It may be mentioned in this 
connexion that special precautions were necessary in 
the design of the amplifying equipment in use at 
Leafield to minimize the effects of this source of inter¬ 
ference; moreover, radio frequency suppressing 
circuits have been fitted to the input of the trigger 
relays, the arrangements resulting in the reduction 
of the high frequency currents, when all transmitters 
are in operation, to a sufficiently low non-interfering 
level. 

Return Order Wire Channels. The separation of 
the incoming transmissions has already been dealt 
with. In addition, there is impressed on each line 
the seventh or return channel. These separate order 
wires are supplied from the same oscillator, the 
arrangement for dividing the output and the method 
of differential line balancing with respect to the re¬ 
ceiving circuits being similar to the arrangement at 
the London end. 

Results Obtained in Service Operation. A single 
channel system based on the principles outlined in 
this article :—forerunner of the present system—was 
installed at the C.R.O. London in 1931 for experi¬ 
mental transmissions to Oslo, via a short wave trans¬ 
mitter at Rugby. Speeds of 300 w.p.m. were obtain¬ 
able and every satisfaction was obtained by this 


method of land line control. The multi-channel 
system just described was put into commercial 
operation on the 2nd December, 1933. Its freedom 
from signal distortion was immediately apparent and 
revealed the great advantage of the completely 
electrical method of signalling over the older methods 
which necessitated skill and delicate adjustments of 
relays, especially at the radio station. Up to the time 
of writing, no single case of imperfect keying, due to 
the system, has been reported from overseas. It is 
noteworthy that the accuracy of signal transmission 
and performance of the complete transmission system 
can be determined quantitatively without resort to 
qualitative tests by the telegraph machine senders 
and receivers that may be applied to each end of the 
system. The commercial pattern thermionic valves 
of the indirectly heated cathode type have given entire 
satisfaction. Over ninety per cent, of these valves, 
have, for a period of continuous working prior to and 
since the date of traffic operation, exceeded a life of 
8,000 hours. The complete elimination of batteries 
from the system, the reliable operation of Westing- 
house rectifiers and the many important features of 
wiring and design of the equipment has resulted in 
the production of a practically trouble-free tele¬ 
graphic transmission system. 
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Automatic Exchanges—Maintenance Replacements : 

An outline of the Central Normal Stock Scheme a. l. barton 


S INCE the introduction of automatic working 
as the standard system for telephones in this 
country, much attention has been directed to 
the problem of supplying spare parts for maintenance, 
and it is the purpose of this article to outline a scheme 
which has been generally adopted for use where auto¬ 
matic equipment is concerned. 

In view of the fact that the early automatic 
exchanges were to a large extent experimental, and 
in consequence of the many changes in the type of 
equipment likely to arise, little attempt was made to 
allocate departmental codes to the various items of 
apparatus installed. It was also felt that, whereas 
the comparatively small number of parts required for 
manual exchanges could be coded, easily identified, 
and held by the Stores Department, the more 
mechanical and far greater number of piece parts 
used on automatic equipment could not be satisfac¬ 
torily dealt with on similar lines, and the use of both 
departmental and contractor’s code numbers for the 
various items would lead to confusion. 

Consequently, arrangements were made for the 
contractors to supply in each case piece part draw¬ 
ings and stock lists indicating the individual parts of 
the different items of apparatus fitted on the ex¬ 
change, from which information necessary for the 
purchase of new parts could be extracted as required. 

The drawings and lists referred to are known as 
Spare Parts Folders and the code numbers quoted by 
the contractors are used in all cases. 

For the early automatic exchanges a supply of 
parts for maintenance purposes was made by the 
provision of a spare Uniselector, Selector, and Relay- 
Set of each type fitted on the exchange. 

From the spare equipment thus provided, parts 
were taken as required, and when any of the parts 
had been removed to replace faulty items on the 
exchange equipment, subsequent renewals were made 
by purchase from the contractors. 

As experience was gained it was also possible to 
compile a list of the parts most frequently required 
and to obtain a stock for further use. 

This system, however, proved both clumsy and 
expensive. Owing to the varying life of different 
parts and their susceptibility to faults, it was found 
that, whereas a few of the parts used in the make up 
of the spare selectors, etc., were frequently required 
for replacement, the majority of the items very rarely 
required renewal. Further, owing to the purchase 
of parts in small quantities by the various exchanges, 
it was not possible to obtain an economical purchase 
price from the contractors. With the large increase 
in the number of automatic exchanges and the con¬ 
tinued development of new systems and facilities, it 
was therefore essential to proceed with the provision 


of an adequate supply of spare parts on an economical 
basis. 

Various types of automatic equipment installed by 
the five contractors, i.e., Messrs. Automatic Electric 
Co., Standard Telephones and Cables, General 
Electric Co,, Siemens’, and Ericssons, and ranging 
from the early Strowger type to the more recent line- 
finder and bypath equipment have to be catered for, 
and it will be realized that the number of different 
items required for replacement is considerable. 

Parts of standard equipment such as Condensers, 
Resistors, Uniselectors (P.O. Type), etc., are not 
catered for under the scheme and will continue to 
be obtained from the Stores Department. As 
obtained from the P.O. Stores Department. As 
further items become standardized, e.g., Machine 
Impulsing No. 1 and the P.O. 3000 Type Relay, the 
parts will be coded by the Department, appear in the 
Stores Vocabulary, and will be obtainable via the 
Stores Department in the usual manner. 

Central Normal Stock Scheme. 

A scheme was introduced experimentally in the 
London Engineering District in 1929 by which a 
stock of parts required for the maintenance of auto¬ 
matic equipment was concentrated at a Central 
Depot. 

The object of the scheme was to reduce the amount 
of spare parts held at each exchange. This was 
made possible by limiting the exchange stocks to 
items frequently required, and by holding a stock of 
other parts at the Central Depot only. Bulk pur¬ 
chase of parts was also made possible under this 
scheme, thus effecting a considerable saving in the 
purchase of spare equipment. 

Following the success of the scheme in the London 
Engineering District, it was decided to extend the 
trial in the South Lancashire District. A Central 
Normal Stock was therefore opened in Manchester 
to cater for the automatic exchanges in the rapidly 
growing Manchester Director Area, and this func¬ 
tioned with satisfactory results. 

An essential feature of the scheme is the establish¬ 
ment of a Replacements Depot to work in conjunc¬ 
tion with each Central Normal Stock Depot. At 
these Depots all maintenance replacement work in¬ 
volving the use of special tools is carried out, and 
faulty items returned from the various exchanges are 
examined, defective parts renewed, and the items 
placed back into stock, resulting in a further saving 
on the purchase of spare parts. A depot of this 
nature was set up in connexion with the London 
Central Normal Stock in June, 1931, and the 
additional facilities thus afforded have resulted In 
improved automatic exchange maintenance. 
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Regional Scheme. 

During the past year the Central Normal Stock 
Scheme has been extended to all Engineering Dis¬ 
tricts on a regional basis. The first extension took 
place in March, 1933, when the scope of the London 
Central Normal Stock Depot was extended to the 
South Eastern, South Midland and Eastern En¬ 
gineering Districts. In July, 1933, a new Central 
Normal Stock Depot was opened at Birmingham to 
cater for the North Wales, South Wales, South 
Western and North Midland Engineering Districts. 
The latest development which brought within the 
scope of the scheme the remaining Engineering 
Districts, i.e., North Western, North Eastern, 
Northern, Scotland (East), Scotland (West) and 
North Ireland Engineering Districts, took place in 
September, 1933, when the Central Normal Stock 
Depot at Manchester which hitherto had been con¬ 
fined to the South Lancashire Engineering District 
was extended on a regional basis. 

With this latest development, replacement parts 
for all types of automatic equipment (excluding coded 
items held by the Stores Department) required for 
maintenance purposes throughout the whole country 
are now supplied from the three Regional Central 
Normal Stock Depots situated at London, Birming¬ 
ham and Manchester. Particulars of the Regional 
Areas and the approximate number of exchanges 
catered for are shown in Fig. I. 



• Location oF Central Normal Stock s Replacement Depots 
~ Boundaries oF Engineering Districts 
„ „ Regional Areas 


Fig. 1.—Areas served by Central Normal St*ck and 
Replacement Depots. 

In addition to the supply of spare parts for large 
public exchanges, parts for the maintenance of 
U.A.Xs, P.A.B.Xs, and automatic equipment fitted in 
manual and trunk exchanges are obtainable from the 
Regional Central Normal Stock Depot in each area. 
Simultaneously with the introduction of the scheme 
on a regional basis, additional Replacement Depots 
were established at Birmingham and Manchester, 


thus making the facilities available for special re¬ 
placement work in each Regional Area. Briefly, the 
advantages gained by the general introduction of the 
scheme are :— 

(1) A considerable economy in the cost of provid¬ 

ing spare parts at each exchange. 

(2) The elimination of all correspondence with 

contractors by the various Districts regard¬ 
ing quotations, and Local Orders in con¬ 
nexion with spare parts for maintenance 
purposes. 

(3) An additional saving due to the purchase of 

parts in bulk by the Stores Department 
instead of by each exchange on Local Order. 

(4) A further economy made possible by the 

renewal of individual piece parts used on 
assembled items of equipment (wiper assem¬ 
blies, relays, armatures, etc.) that would 
otherwise be scrapped. 

(5) Uniformity of practice in obtaining supplies, 
rendering it possible to keep a check upon 
consumption. 

(6) A more effective and efficient supply of main¬ 

tenance replacement parts to all exchanges, 
and a general improvement upon the existing 
methods of effecting replacements. 

Prior to the introduction of the Regional Scheme 
it was necessary to consider the following points :— 
(1) The most suitable centres at which the Central 
Depots should be established; (2) the best arrange¬ 
ment of the Engineering Districts forming each 
Regional Area; (3) the various items and quantities 
of parts to be held at each central Normal Stock 
Depot; (4) the minimum size of exchange at which 
a Normal Stock of parts should be held; and (5) the 
particular items and quantities of each to be held in 
the Exchange Normal Stock. 

London, Manchester, and Birmingham are the 
centres of large Director Areas and as the amount of 
maintenance replacement work in these districts will 
consequently form a large percentage of the Area 
total, it was decided to establish the three Main 
Depots at these centres. The arrangement of 
Engineering Districts is such that the supply and 
demand in each Regional Area is on the most 
economical basis. It will be seen from Fig. I that 
the Manchester and Birmingham Depots cater for 
approximately the same number of subscribers 
(exchange equipments), and that the London Depot, 
although confined to four Districts, supplies spare 
parts for nearly double the number of equipments. 

In deciding the size of the stocks to be held at the 
Central Depots much information gained from ex¬ 
perience in the earlier automatic exchanges was used, 
and, although incomplete, served as a basis upon 
which to compile the schedules of spare parts to be 
held in stock. A supply of each item sufficient to 
cover the estimated three months demand for the 
particular Regional Area is stocked at each Depot. 

With regard to Exchange Normal Stocks, it was 
decided that exchanges of under 900 lines (subs, 
equipments), U.A.Xs and P.A.B.Xs should not hold 
a Normal Stock of parts. Maintenance replacements 
are relatively small for exchanges in this category 
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and it would not be economical for each one to hold 
a stock of parts. This is based on the fact that, 
however small the exchange, for a Normal Stock to 
be of value the full range of parts as applied to a 
large exchange must ol necessity be held in stock 
and available lor use. 

As these parts are all kept in stock at the Regional 
Central Normal Stock Depot and may be obtained 
either by hand, where the main exchange is in close 
proximity, or by return of post, the holding of a 
Normal Stock at the smaller exchanges is not 
justified. A list of the parts held at the main 
exchange is kept at these exchanges for reference 
purposes. In deciding the list of parts to be held in 
Exchange Normal Stocks, several points have to be 
considered, including the cost of the individual items 
concerned, their susceptibility to fault, and the 
readiness with which the items may be renewed by 
the local staff. It is also important from a service 
aspect that items of common equipment are listed for 
inclusion in the Exchange Normal Stock. 

In order to renew certain parts of complete 
assemblies, special tools are required and in these 
cases the complete assembly is changed locally and 
the faulty item forwarded to the Replacements Depot 
for repair or renewal. Uniselector wiper assemblies, 
armatures (two-motion selectors), and relay spring 
sets (A.E. Co., S.T. & C. and Ericssons), are among 
the chief items concerned. 

Accommodation for Spare Parts. 

(a) Central Normal Stock Depots. 

It is necessary to cater for spare parts relating to 
automatic equipment supplied by each of five con¬ 
tractors, and as over 1000 different items arc required 
in order that the stock may be fully comprehensive, 
a supply of approximately 5000 different parts have 
to be accommodated at each Central Depot. A 
wooden rack in three sections, comprised of a number 
of shelves and drawers, is fitted for spare parts 
purchased from each contractor. These racks are 


eitner assembled back to back or fitted round the 
walls of the storeroom according to local conditions. 
Screw-topped glass jars of varying sizes, used for 
accommodating small items such as pawl stops, 
bearing pins, nuts, screws and washers, etc., are 
arranged on the shelves, and relay coils, spring-sets, 
and larger items, including brackets, wiper assem¬ 
blies, armatures, and selector shafts in the partitioned 
drawers below. Small labels upon which appear the 
contractors code number of the item and the 
authorized stock are pasted on the glass jars, and 
similar information respecting the items contained 
in the drawers appears on a label fitted to the front 
left hand corner of each drawer. Further, engraved 
labels are screwed to the partitions of each drawer to 
indicate the particular item contained in that section. 
A typical rack of three sections for the accommoda¬ 
tion of parts particular to one contractor is shown in 
Fig. 2. 

The general lay-out of the Birmingham Central 
Normal Stock Depot is shown in Fig. 3- It will be 
observed that the racks are placed back to back, 
forming three aisles, with a counter in the immediate 
foreground. The closer view of a portion of one 
rack shown in Fig. 4 gives a clear indication of the 
glass jars arranged on the shelves, the small drawers 
for the accommodation of relay coils and the larger 
drawers below for the storage of other items 
mentioned above. 

( b ) Exchange Normal Stocks. 

To provide suitable accommodation for a Normal 
Stock of spare parts in the exchanges it has been 
necessary to revise the standard provision of benches. 
The “ Bench, Apparatus and Tool Cabinet,” con¬ 
sisting of a bench with a set of partitioned drawers, 
a diagram filing drawer, and a lock-up cupboard, is 
not suitable for the accommodation of small quanti¬ 
ties of many different items required for a Normal 
Stock, and in view also of the limited space available 
for diagrams, Spare Parts Folders, Adjustment 
Charts and Technical Instructions, this bench is now 


/<? - '4S lt> Glass Jars on 
each shelf. 


IQ - I //>. O/oss Jars on 
each shelf. 


!S~j !b Glass Jars on 
each shelf. 

Drawers for _ 

ffe/ay Coils 


Drawers to take parts 
which cannot be 
accomodated on shelves 


( 

{ 



Fig. 2.—Typical Rack for Spare Parts. 
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I-'ig. 3.—Birmingham Central Normal Stock Depot. 

superseded by the provision of the “ Workman's 
Open Type Hencli,” a 4' Steel Press, and one or 
more separate foolscap diagram filing cabinets. 

The separate diagram tiling cabinet is of consider¬ 
able advantage when, as in the case of la rye ex¬ 
changes, the apparatus is situated on more than one 
floor of the building. 


In connexion with the Normal Stock, 
a bottle-rack constructed of metal and 
arranged in tiers for accommodating 
95 bottles of various sizes, and contain¬ 
ing a 5-partition locker at tile base, has 
been designed to fit inside the Steel 
Press. Three racks per exchange are 
provided and when fitted into the press 
occupy exactly one half of the available 
space and provide accommodation for 
300 different items. As the bottle- 
racks are arranged to rest on the 
shelves provided with the press, they 
may lx - accommodated either above 
each other in one section of the press, 
or in the top portion of each section 
according to local requirements. The 
partitioned lockers on each rack are 
provided for storing armatures, coils 
and other spare parts which are not 
suitable for inclusion in glass bottles. 
The general adoption of screw-topped 
glass jars for the storage of spare parts 
at the Central Normal Stock Depots 
and at Automatic Exchanges is by 
reason of the fact that the parts are 
free from dust, are directly visible and easily acces¬ 
sible. Glass jars of this tvpc are also low in cost 
and arc obtainable in numerous sizes suitable for the 
purpose. 

A view of the bottle-rack is given in Tig. 5 and a 
set of bottle-racks and bottles housed in the Steel 
Press and sufficient: f»r an Exchange Normal Stock 
are indicated in Fig. 6. The remaining portion of 
the Steel Press is for the storage of Tally Cards, 
Spare Parts Folders and Technical Instructions; 
also for special items of exchange plant such as 
Testers and Vacuum Cleaner Tools. 


Accou kt i xg I'koct olki;. 


Tig. 4. —Portion of Rack. 


I n dealing with stores it is essential that accounting 
records should be clearly and accurately kept. It is, 
however, desirable as far as possible to reduce the 
amount of record work, and in order that the scheme 
may work as easily and efficiently as possible, the 
procedure in dealing with spare parts at the Central 
Normal Stock Depots and in the exchanges has been 
made as simple as possible. A general maintenance 
order to cover all supplies and the time of workmen 
employed at the Depots has been introduced, and this 
has had the effect of reducing to a minimum the 
amount of work involved in the allocation of costs. 

At each Central Normal Stock Depot a Tally Card 
record is maintained of each item held in stock. A 
description of the part, the contractors code number 
and authorized stock, and a reference to the location, 
number of rack, bottle or drawer, appears on 
the heading of each tally card. It is therefore 
possible to note the quantity of any item held in slcxk 
by turning up the tally card and to locate the 
particular item when this is necessary. 

As an additional means of locating quickly a 
position on the racks, the latter are divided into 
several sections for the accommodation of parts 
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For purposes of accounting, the 
spare parts are divided into four classes 
as follows :— 

Class " A." Very small items of 
little value and too trilling to 
count. 

Class “ 13." Items not included 
under Class “ A ” and having it 
value up to 3d. each. 

Class “ C." Items not included in 
Classes " A ” and “ B ” and of a 
value of 3d. each. 

Class “ I)." Items not included 
under Classes “A,” “ B ” and 
“ C ” and having considerable 
value and infrequently used. 

The items in Class " D ” tire held 
tit the Central Depots only and tire 
obtained by the exchanges on a 
'■ Maintenance Exchange ” basis (by 
means of the usual requisition for this 
purpose). 

Periodic contracts at bulk prices are 
placed with the contractors by the 
Stores Department and subject to the 
ordering of parts at certain minimum 
quantities tin economical purchase price is thus 
obtained. Supplies are normally obtained quarterly, 
and in order to stive time in the preparation of 
requisitions, schedules of the parts particular to each 
contract are printed, and when a demand is made 
from one of the Central Normal Stock Depots it is 
only necessary to iill in the quantities required. 
Emergency demands tire made on ordinary requisi¬ 
tion forms and may be submitted at any time. The 
parts are receiver! direct from the Contractors Works 
and Delivery Notes tire issued by the Stores Depart¬ 
ment. 

The Contractor’s Code numbers and descriptions 
tire used in every case, these having been used in 
the preparation of the Spare Parts Folders supplied 
by the contractors for issue to the exchanges. 

At the Central Normal Stock Depots a tally card 
record is kept of till receipts and issues in respect of 
items in Classes “ B,” “ C ” and “ D." No record 
of issues is made as regards items in Class “ A,” 
but figures of bulk receipts are entered, and a 
quarterly balance is recorded by weighing or other 
means. 

Requisitions for the replenishment of Exchange 
Normal Stocks tire received from the various ex¬ 
changes at the end of each quarter and refer to items 
in Classes “ A,” " B ” and “ C.” Other items in 
Class “ D,” for which “ Maintenance Exchange ” 
requisitions tire submitted tire receiver! at any time 
and in the majority of cases are dealt with by return 
of post. 

The issue of Local Orders by the various exchanges 
is dispensed with under this scheme, but occasions 
sometimes arise when a particular part required is 
not kept in stock and the issue of a “ Local Order ” 
is necessary. To hold a stock of every item used 
on automatic equipment would not be economical, 
and to cover cases where an item demanded is not in 


l ie. 5 .—Bottle Rack. 

relative to different types of equipment such as two- 
motion selector parts, uniselector parts, relays, 
screws, etc., and these details also appear at the top 
of the tally cards referring. These details will be 
observed by reference to Figs. 2, 3 and 4. 


Fig. 6.—Steel Press housing Bottle Racks. 


256 



























stock, and at the same time keep the procedure as 
simple as possible, any such items are obtained on 
Local Order by the Central Normal Stock Depot in 
the particular Regional Area concerned. Any items 
frequently obtained in this way are subsequently 
added to the list of items held in stock. 

A record is maintained at each Depot of all scrap, 
which is sorted out under three headings, i.e., 
“ Scrap Mixed Metal,” “ Scrap Springs with con¬ 
tacts ” and “ Scrap Springs with platinum con¬ 
tacts,” and is despatched to the Stores Department 
at the end of each quarter. 

At the exchanges a tally card record is maintained 
of all items in Classes “ B ” and “ C.” Individual 
entries are made for all receipts and issues in respect 
of items in Class ” C,” but for “ B ” items it is only 
necessary to record the balance in hand and the 
quantity obtained at the end of each quarter. No 
record is kept of parts in Class “A.” As in the 
case of the Central Depots, tally cards are kept for 
recording quantities of scrap, but from the exchanges 
the material is despatched to the Central Depot 
instead of to the Stores Department direct. 

For purposes of identification a system of coding 
the racks and bottles containing the parts has been 
adopted and is briefly as follows :—The three racks 
are allotted “ key letters,” X, Y and Z respectively 
and these letters are sign written on the locker door 
of each rack immediately above the figures 98 which 
refer to the centre partition of the locker. A circular 
gummed label approximately 1" in diameter is affixed 
to each bottle, the latter then being numbered con¬ 
secutively on each rack from 1 to 95 to correspond 
with the numbers engraved on the rack. In addition 
to the number, the key letter of the rack referring is 
printed on the label, thus bottle No. 15 on rack ” Z ” 
would bear a label marked “ Z15.” For reasons of 
accounting, and as a further means of easy identifica¬ 
tion, the labels are marked in various 
colour inks, black being used for 
bottles containing “ A ” items, green 
for ” B ” items, and red for “ C ” 
items. Labels marked in similar 
fashion are affixed to the inside of the 
locker doors opposite the appropriate 
partitions. 

The details mentioned above appear 
at the top of the relative tally cards 
which are filled in groups in accord¬ 
ance with the key letters, and in 
numerical sequence for each group. 

Information regarding the description 
of the part, the contractor's code 
number and class also appear at the 
head of each tally card in the same 
manner as employed at the Central 
Depots. A box suitable for accom¬ 
modating 300 tally cards is provided 
locally and kept in the steel press in 
close proximity to the Normal Stock. 


Exchanges under 900 lines, U.A.Xs, and 
P.A.B.Xs. 

Exchanges under this heading do not hold a 
Normal Stock of parts, but supplies for maintenance 
purposes may be obtained from the Normal Stock of 
a neighbouring automatic exchange with the same 
contractor’s equipment, or direct from the Regional 
Central Normal Stock Depot whichever is the most 
convenient. In many cases the former is the most 
convenient and speedier method, and is to be pre¬ 
ferred whenever possible. Exchanges in this 
category may also make full use of the Replacements 
Depot for performing replacement work which it is 
not possible to do on site. In the case of the 
U.A.Xs spare common equipment relay-sets are held 
at the local Section Stock and parts urgently needed 
are taken from these relay-sets and replaced as soon 
as received from Central Normal Stock. Only parts 
required for immediate use may be requisitioned by 
these exchanges, thus the holding of small un¬ 
authorized stocks of parts is avoided. 

Replacements Depots. 

As the name implies, these Depots are for replace¬ 
ment work and a Depot of this character has been 
established to work in conjunction with each Central 
Normal Stock Depot. In order to carry out certain 
replacements, special tools are required and for 
economical reasons the provision of such tools in the 
exchanges is not justified. It will be readily under¬ 
stood that replacement work in connexion with the 
maintenance of automatic equipment embraces a very 
large field of duties, but the major portion of the 
work undertaken at these Depots may be summed 
up under the following three headings :— 

(u) Replacement and re-assembling of relay 
spring-sets.—A.E. Co., S.T. & C. and 
Ericssons automatic type relays. 


Fig. 7.—London Replacement Depot. 
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8.—Adjusting Relays, London Deplacement Depot. 

(b) Re-assembling of relay spring-sets (t.e., 
changing of individual springs).—G.E. Co. 
and Siemens automatic type relays. 

(c) Repairs involving the changing of individual 

parts of wiper assemblies, armatures, cam 
springs, etc.—Uniselectors and Two-Motion 
Switches of all types. 

Two views of work in progress at the London 
Depot are given in Figs. 7 and 8. 


The provision of a comprehensive file 
of adjustment data and spare parts 
information is essential to the function¬ 
ing of a Replacements Depot, and files 
in respect of all types of equipment 
installed in each Regional Area are 
maintained in the respective depots. 
Additional copies of Spare Tarts 
Folders and Adjustment Charts are 
supplied by the contractors on the in¬ 
stallation of each exchange and these 
are forwarded to the Replacement 
Depot in the particular area concerned. 

All apparatus before leaving the Re¬ 
placements Depot is fully tested and 
adjusted in accordance with the details 
supplied and normally any further ad¬ 
justment in the exchanges is not 
required. 

Faulty items forwarded lor repair 
by the exchanges are accompanied by 
a faulty apparatus label TE.286 and a 
triplicate delivery note. The repaired 
item on return from the Replacements 
Depot is also accompanied by a 
triplicate delivery note and the “ C ” 
copy, after having been signed by the officer actually 
receiving the stores, is returned to the Depot for 
filing. A record of the amount of replacement work 
carried out in each Engineer’s Section is maintained 
at the Replacements Depot. In addition to main¬ 
tenance work the Replacements Depots may be 
utilized for modification work and the assembling of 
relays for “ Small Works.” The carrying out of 
work of this nature is not only done more effectively, 
but has also economical advantages and tends to 
increase the efficiency of the Depots. 


A Transmitter Amplifier for Subscribers’ Use 


There are a number of telephone subscribers who, 
for physical reasons, are unable to speak at normal 
loudness. In order, therefore, to enable them to 
conduct a telephone conversation in comfort, it is 
necessary to provide a telephone instrument in which 
the sending efficiency is made unusually high without 
reducing the receiving efficiency. A transmitter 
amplifier using dry batteries has been designed in the 
Research Section and has been given a practical trial 
by an interested subscriber with the result that an 
application has been made for a mains-operated 
instrument to form a permanent installation. 


A mains-operated instrument is being constructed 
to work from either A.C. or D.C. mains. The 
instrument consists of a single-stage amplifier giving 
a maximum gain of about 20 db. The transmitter 
amplifier and the receiver are associated with a Coil 
Induction No. 20 which reduces the sidetone to a 
minimum and prevents the circuit from howling. 
The transmitter feeding current is supplied from the 
mains in the A.C. case, but in the D.C. case safety 
requirements make it necessary to use a separate local 
battery for feeding the transmitter. 

No separate Bell Set will be required since the 
whole of the apparatus will be contained in one case. 
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Electrical and Other Services at the 
Post Office Research Station 


R. S. PHILLIPS, A.M.I.E.E. 


Introduction. 


Electrical Power Plant. 


P ROBABLY nowhere in the Post Office En- Electrical power is received from the Willesden 

gineering Department is such a wide field of Borough Council sub-station erected at the North 

electrical communication engineering covered East corner of the site. The supply is three-phase, 

as at the Research Station (Fig. 1) and the methods four-wire, 50 cycles, with a voltage of 240 between 

adopted in providing the necessary supplies to the each phase and the neutral, and 415 between each of 

the phases. It is brought 
from the sub-station to 
the main switch room, 
Fig. 2, situated between 
the generator room and 
battery room on the 
ground floor of the Cen¬ 
tral Building, by two 
armoured cables : each 
cable is 4-core, three 
cores 0.2 sq. inch and one 
core 0.1 sq. inch. The 
cables are terminated be¬ 
hind the main switch¬ 
board on oil-immersed 
circuit - breakers, which 
are cabled to the bus-bars 
via the Company’s meters 
and the Station’s record¬ 
ing kilowatt meters. Nor¬ 
mally, both breakers are 
closed so that the load is 
shared between the two 
main cables, but, in the 
event of a fault occurring 
on one cable, the other 
with its associated switch 
and meters is of sufficient 
size to deal with nearly 

Fig. 1.—Research Station Lay-out. station load. As 

the power is paid for on 
the maximum demand 

various laboratories and workshops must often have system (a fixed charge per kilowatt of maximum 

been a matter of more than passing interest to many demand, plus a charge for each unit consumed), each 

members of the Department. During the past few of the two Company’s meters registers the maximum 

years and especially since the erection of the new demand in kilowatts as well as the consumption in 

buildings and the advent of the Training School, the B.O.T. units on its particular cable. The two 

Station has been visited by large numbers of all recording wattmeters, each having a range of 200 

grades of the engineering staff. Visitors and kilowatts, serve as a check on the Company's meters 

students have from time to time asked questions such and furnish useful information to the power engineer 

as, “ What method is adopted to distribute all the as to when the maximum loads are likely to occur 

telegraph, telephone, repeater and special voltages to and so enable him to keep the maximum demand 

the laboratories,” ‘‘ How does the staff locator figure to the lowest possible, consistent with satis- 

work,” “ What would the staff do in the event of a factory service. In addition to these meters, a few 

fire,” and so on. It is therefore thought that an of the more important sub-circuits are provided with 

article on the various electrical and other services energy meters, one of which is cabled in a semi- 

would be of interest to members of the engineering permanent manner only, so that it is possible at short 

staff. notice to use it for metering any of the sub-circuits 
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each is fitted with an air-break circuit- 
breaker having overload and reverse 
current releases, ammeter, voltmeter, 
double-pole knife switch, field regula¬ 
tor and fuses. Marble was used not 
because it was thought the best possible 
material, but due to the fact that nearly 
half the panels were constructed of this 
material about ten years ago and were 
in use in the wooden huts before the 
erection of the permanent buildings. 
To preserve uniformity, the newer 
panels were similarly constructed, 
despite the short-comings of marble 
due to lack of homogeneity and sus¬ 
ceptibility to oil and grease. All holes 
in the panels are, of course, efficiently 
insulated with micanite bushes and 
washers. 


Main Battery Room. (Fig. 5). 

The majority of the D.C. supplies 
to the laboratories are obtained from 
stationary secondary cells housed in 
the main battery room adjacent to the 
switchroom on the opposite side to the 
generator room. With the exception of 
the 60-volt battery which is continually floated by 
Set 8, all the main batteries are in duplicate, one on 
each side of a central gangway, so that whilst one is 
being charged the other is discharging. The various 
batteries are shown in Table II. 

A pair of cables terminated on a switch is run to 
each half of the battery room from Set 3, so that with 
the aid of flexible leads the set can be used to boost 
any cell in any of the batteries. 


Fig. 2.—Main A.C. Switchboard—Central Building. 

to which meters are not normally fitted. An idea of 
the size of the undertaking will be obtained from 
the fact that during the winter quarter of 1933 the 
maximum station load was 222 kilowatts and the total 
units consumed 91,500, these of course being the 
sum of the readings on the two meters. 

From the main switchboard, the A.C. supplies are 
distributed to various parts of the station from triple¬ 
pole ironclad combined switches and fuses of 
capacities ranging from 60 amps to 200 amps. Two 
of the smaller switches serve two dis¬ 
tribution boards which supply current 
via motor starters to the motor genera¬ 
tor sets in the adjacent generator room, 

Fig. 3. Each of the motor generator 
sets rests on pads of cork or rubber and : 

none is bolted to the floor, so that there 
is little risk of vibration from the 
machines being transmitted through 
the building. Details of the generator 
sets and the uses to which they are 
normally put are shown in Table I. 

The cabling from the main switch- 
room is such that it is possible to con¬ 
nect any of the sets to any laboratory, 
which is sometimes necessary when 


Fig. 3.—Generator Room—Central Building 













Table I. 


Set N o. 

Motor. 

Generator. 

Normal Use. 

1 

and 

2 

3-phase 

6-pole induction 
j 23 H.P. 

D.C. shunt wound— 
10.3/15 kilowatts— 
220/320 volts. 

For charging the main 240-volt batteries. 

3 

3-phase 

i 4-pole induction 

2 H.P. 

D.C. shunt wound— 

1 kilowatt— 

4/ 10 volts. 

Booster machine for boosting any cell in any of the main 
batteries. 

4 

and 

5 

3- pliase 

4- pole induction 

6.8 H.P. 

D.C. shunt wound— 

4 kilowatts— 

40/100 volts. 

For charging either or both halves of the 22v -J-ve 22v — ve 
and 40v +ve 40v — ve batteries. 

6 

3- phase 

4- pole induction 

3.5 H.P. 

D.C. shunt wound— 

2 kilowatts— 

2/20 volts. 

For supplying heavy current, low voltage, to any laboratory 
for current measurements. 

7 

1 

j 3-phase 

1 4-pole induction 

13.5 H.P. 

D.C. separately excited 
field— 

7.5 kilowatts— 

100/240 volts. 

Distribution of 110 volts, D.C., to laboratories for oscillo¬ 
graph arcs and small motors. 

8 

3- phase 

4- pole induction 

3.5 H.P. 

D.C. shunt wound— 

1.8 kilowatts— 

60/100 volts. 

For charging 60-volt battery which supplies current to 
durability laboratory. 

9 

3- phase 

4- pole induction 

2\ H.P. 

D.C. compound 
wound— 

1 kilowatt— 

12/14.5 volts. 

For supplying current to the secondary cell testing laboratory. 
The motor starter is fitted with a trip which open circuits 
the no-volt coil and stops the machine when the cells have 
been on charge for the required period. The cells are 
isolated by the operation of the reverse current trip on the 
circuit breaker. 

10 

3- phase 

4- pole induction 

6} H.P. 

D.C. compound 
wound—* 

3.5 kilowatts— 

100 volts. 

Supplies power to photographic laboratory for film projection 
in the lecture theatre. 

11 

3- phase 

4- pole induction 

2\ H.P. 

D.C. shunt wound— 

1.2 kilowatts— 

20/40 volts. 

For charging 24-volt batteries in main battery room. 

12 

3- phase 

4- pole induction 

12 H.P. 

D.C. shunt wound— 

9 kilowatts— 

50/75 volts. 

For charging the main 50-volt batteries. 

13 

3- phase 

4- pole induction 

1 H.P. 

D.C. shunt wound — 

\ kilowatt — 

300/500 volts. 

Supplies current to laboratories for high powered amplifiers. 

14 

110-volt D.C. shunt 
\ H.P. 

A.C. 30-pole— 

2000/3600 r.p.m. — 
directly coupled— 
maximum frequency 

900 c.p.s. 
output 60 volts— 

1 amp 

For general A.C. testing in the electrical testing laboratories, 
The control panel including field regulator, meters, and 
motor starter, is fitted in the laboratory. 

15 

240-volt D.C. shunt 

1± H.P. 

A.C. 30-pole — 

830/2000 r.p.m. — 
belt-driven with various 
pulley ratios — 
maximum frequency 
8000 c.p.s. 
output 100 volts — 

3 amps. 

For general A.C. testing in the Signalling Apparatus and 
Circuits laboratories in which the control panel is fitted. 

16 

240-volt D.C. shunt 

0.7 H.P. 

Manual telephone ex¬ 
change tone generator 
(Busy, ringing, dial, 
etc.). 

Transmits manual exchange tones to the Signalling Apparatus 
and Circuits laboratory. 

17 

3-phase induction 

0.7 H.P. 

Automatic telephone 
exchange tone 
generator. 

Transmits automatic exchange tones to the Signalling 
Apparatus and Circuits laboratory. 
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Fig. 4. —Generator Control Panels, showing Motor Starters on the 
Right and Main A.C. Switchboard in the background. 


Table II. 


Battery 

voltage. 

Capacity 

Ah. 

Remarks. 

24 

250 

Supplies current to the Repeater 
School. 

44 

250 

Centre earthed for telegraph 
work. General distribution to 
laboratories. 

50 

1000 

Being the standard automatic 
exchange voltage, the battery 
is distributed to all laboratories. 

60 

250 

Serves Durability laboratory 
only. As constancy of voltage 
is a necessity the battery is 
continuously floated by Set 8. 

80 

120 

These batteries are formed by 
connecting nine cells in series 
at each end of 44-volt batteries. 
Distributed to most labora¬ 
tories, the centre earth being 
again for telegraph working. 

150 

24 

Back e.m.f. cells are installed to 
provide 130 volts. General 
distribution to laboratories 
mainly for supplying the plate 
voltage for valves used in con¬ 
nexion with work on repeaters. 

240 

250 

Distribution to laboratories for 
general testing. 


Line Transmission Battery Room. 

(Fig. 6). 

In carrying out work on repeaters, 
it is essential to avoid voltage varia¬ 
tions due to battery leads resistance. 
Consequently, it was decided to install 
two 24-volt batteries (500 Ah) and two 
150-volt batteries (16 All) with back 
e.m.f. cells to give 130 volts, in a 
battery room adjacent to the I.ine 
Transmission Main Laboratory. The 
24-volt batteries are charged by a 
copper oxide rectifier and the 150-volt 
batteries from the main 240-volt bat¬ 
teries. 

It is now generally recognized that 
insulating oil has a deleterious elTect on 
secondary cell plates, but to discover 
whether any particular oil is better than 
another, several different grades are 
being used on these batteries which will 
periodically receive test discharges to 
ascertain how their capacities have 
been affected. 

Battery Control Panels. (Fig. 7). 

With the exception of the 24-volt and 150-volt Line 
Transmission batteries the main battery control 
panels are erected in the main switchroom and, as 
in the case of the generator panels, are constructed 
of marble. Besides the necessary switchgear for 
putting either battery No. 1 or No. 2 on charge or 
discharge, each panel is fitted with a pair of fuses, a 
voltmeter, and an ampere-hour meter. 

Portable Cells. 

In addition to the above stationary batteries, a 
number of portable cells are held for issue from the 
battery room to any of the laboratories. These cells 
vary in capacity from 18 Ah to 110 Ah with a number 
of portable batteries (22 and 50 volts) of capacities 
1.1 Ah and 3 Ah. They are used for supplying valve 
filament and plate currents and for tests which can¬ 
not be satisfactorily carried out by using a common 
battery. Copper-oxide and tungar rectifiers housed 
in a partitioned corner of the battery room where the 
cells are normally kept supply the charging current. 
A pair of leads is also provided from the battery dis¬ 
tribution panel so that the battery attendant can 
charge portable cells from any of the main batteries. 

Cable Distribution. 

A.C. and D.C. voltage are distributed to various 
parts of the station from the main switchroom, the 
former from combined ironclad switches and fuses 
on the A.C. switchboard and the latter from self¬ 
aligning fuses mounted on marble panels erected near 
the battery control panels. The cables are dis¬ 
tributed from the switchroom in four directions. 
Those buildings on the North side of the Central 
Building are supplied via an underground tunnel 
which connects it with the Training School and work- 
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Basement Switchroom. (Fig- 9). 


I'ig. 5.—Main Battery Room —Central Bitidinc. 

shops. Cables to the buildings on the West side— 
Radio laboratories, Chemical laboratory, Durability 
laboratory, Garage and Stores block—are run in 
twelve steel conduits which connect the Central 
Building with the West side covered way. The 
General Research Building on the South side receives 
its supplies from a switchroom built in the basement 
and fed from the main switchroom via the basement 
of the Central Building. The buildings on the Fast 
side—Training School lecture rooms, Refreshment 
Club and Cable Laboratory (the latter two not yet 
built)—will be fed through a sixteen¬ 
way self-aligning duct line which will 
connect the East covered way with the 
Central Building. The buildings on 
the East and West sides have entries 
into the East and West covered ways 
respectively. The four floors of the 
General Research Building are con¬ 
nected bv four vertical chases, each 
3' 0' by 2' O', which run, two from 
the basement on the east side and two 
on the west side with an entry to each 
chase in the corrider on each floor, 

Fig. 8. The laboratories on each floor 
are served by corridor chases (5' 6" 
wide by 3' 0' high) which run almost 
the full length of the building, one 
under each corridor. Access to these 
chases is by trap doors in the labora¬ 
tories and offices. The main cables, 

A.C. or D.C., for a particular group 
of laboratories in this building are thus 
run from the basement switchroom to 
the basement, up either East or West 
vertical chases to the required floor, 
thence along the corridor chase to the 
particular laboratory. 


In the basement switchroom of the 
General Research Building, the A.C. 
lighting and power cables from the 
Central Building—L.C. armoured 4- 
core—are terminated on two triple-pole 
ironclad switches and fuses fitted with 
overload releases and cabled to the 
A.C. bus-bars. Three ironclad double¬ 
pole switches and fuses (one for each 
phase) control the cables feeding single¬ 
phase power, whilst three similar 
switches serve the 240-volt lighting 
cables. In the case of both lighting 
and power, care has, of course, been 
taken to balance the loads as far as 
possible between each of the three 
phases. Three-phase power is fed 
from a triple-pole distribution case and 
combined switch and fuses cabled to the 
bus-bars. The D.C. mains from the 
Central Building are terminated on self¬ 
aligning fuses mounted on black- 
enamelled slate panels from which the 
distribution cables run to a D.C. plug 
panel in each main laboratory. A “ special volt¬ 
age ” panel is also erected in the basement switch- 
room about which more will be said later. 

Laboratory D.C. Plug Panels. (Fig. 10). 

Each plug panel serves the bench panels in its 
main laboratory and group of adjacent smaller 
laboratories. The live cables are brought to the 
sockets in the top half of the plug panel whilst the 
sockets in the bottom half are cabled to the bench 
panels from which power for the various tests is 


Fig. 6.—Line Transmission Battery Room, showing an Entry to one 
of the Horizontal Corridor Chases. 
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apparatus. Space is provided for the 
fitting’ of an additional switch if re¬ 
quired in the future, and a lew of the 
panels have already been so equipped. 
The bench panel A.C. switches are 
cabled direct from ironclad distribution 
boards fed from the A.C. power 
switches in the basement switchroom. 
Distribution front the bottom half of 
the plug panel to the bench panels is 
carried out in chases under the bench 
tops which are removable. Floor 
chases with removable wooden covers 
arc provided where necessary to feed 
the benches. 


* V Junctions. 

** ^ A junction panel is installed adjacent 

^ to each plug panel (Fig. 11) with the 

object of enabling any bench panel to 
^ be readilv connected to any other not 
’ only in its own group of laboratories 

but to any laboratory on the station. 
Fach bench panel is served by four 
cables—one-pair, 20-lb., I.R.V. core, 
I..C. twinned—from its main junction 
panel, the cables being terminated on four pairs 
of terminals at the bench panels and on eight 
jacks at the junction panels; in one or two cases 
terminals are used instead of jacks. There is avail¬ 
able space on bench and junction panels for future 
extension to eight pairs. To afford the facility of 
readily connecting together any of the laboratories 
on the station, each junction panel is connected by 
six cables, each one-pair, 40-lb., I.R.V. core, L.C. 
twinned, to a central junction panel on the first floor 
of the General Research Building from which similar 


Fig. 7.—Main Battery Controi. Panels—Central Building, 


taken. Any voltage from the plug panel can be 
obtained on any of its associated bench panels by 
connecting the appropriate pair of sockets in the top 
half to a pair in the bottom half by two flexible cords 
with a plug at each end; if no plugs are inserted in 
the plug panel, the bench panels are “ dead.” The 
plug and bench panels are made of polished 
“ Sindanyo,” which has the advantage over slate 
that it is homogeneous and thus the holes require no 
bushing and over ebonite that it keeps its colour over 
a very long period. 

In addition to its normal voltages, 
each plug panel is served by a spare 
pair of cables from a “ special volt¬ 
age ” plug panel in the basement 
switchroom from w'hich four pairs of 
cables run to the main switchroom in 
the Central Building. By means of 
llexible cords and plugs, this enables 
any special voltage from any of 
the machines or batteries to be sup- 
plied to any of the laboratory plug I 

panels. [1 


Laboratory Bench Panels. (Fig. 11). 

A standard bench panel is fitted with 
three 15 amp. D.C. combined switches 
and fuses and one 15 amp. A.C. switch 
plug of the interlocking type, the latter 
being mounted horizontally. Hence it 
is possible to obtain three of the plug 
panel voltages simultaneously on each 
bench panel in addition to an A.C. 
supply. Two pairs of terminals are 
mounted on the panel adjacent to, and 
cabled from, each of the three D.C. 
swatches to facilitate connexions to 


Fig. 8.—Entries to Vertical Cable Chases 
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Fig. 9. —Basement Switchroom—General Research Building, showing 
“ Special V»i.tace ” 1’a.nel in Centre, Part of A.C. Switchroom on I.f.ft, 
and D.C. Distribution Panels on Right. 


making' similar cross connexions on the 
central junction panel any laboratories 
on the station may be connected. The 
telephone exchange main frame is con¬ 
nected to a central junction panel, near 
the one already mentioned, by a 10-pair 
cable. A 24-pair cable from T.S.X. 
(Trunk exchange) is terminated on a 
trunk test tablet mounted between the 
two central junction panels so that with 
the aid of flexible plugs and cords it is 
possible to join any of the side or 
phantom circuits through to any 
laboratory. 

Earths. 

The main battery earths are of the 
usual type, consisting of copper plates 
embedded in coke. For screening and 
protection purposes, earth terminals 
are provided on the laboratory bench 
panels and are connected to the sheaths 
of the supply cables which are bonded 
together and are themselves connected 
to another earth plate sunk under the 
basement switchroom. This provides 
a suitable earth potential for most work, 


cables are run to each of the small buildings. Hence, 
to connect any bench panels in a particular group of 
laboratories, it is necessary to use flexible cords and 
plugs and cross connect on the junction panel and by 


but cases not infrequently arise where 
a specially quiet earth is necessary. To meet this 
need in the Physics laboratory, a special earth has 
been arranged with a direct feed through the labora- 



Fig. 11. —Standard Bench Panel, showing one of the 


Fig. 10. —Laboratory D.C. Plug Panel with Terminal Thermostats controlling Electric Radiators in thb 


Pattern Junction Panel on the Left. 


Electrical Testing Laboratories. 


< 
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tory wall. When the main roadway system (of rein¬ 
forced concrete) was laid down, the opportunity was 
taken to bond together several of the iron reinforce¬ 
ment grids and to connect them by cable to the plug 
panel in the Line Transmission laboratory, so that 
this earth may be used by any laboratory. Finally, 
a special earth has been provided for the impulse 
generator (which gives instantaneous heavy dis¬ 
charges at 250,000 volts) because the ordinary earth 
leads are too long to give efficient protection with 
such steep-fronted discharges. 

Lighting. 

The lighting cables to the sub-distribution boards 
are either plain lead-covered I.R.V. core or lead- 
covered and armoured, whilst from these boards to 
the fittings the standard method of I.R.V. cables in 
conduit is employed. Corridors, lavatories, etc., 
are fitted with the usual 25-watt pendants : totally 
enclosed fittings with either 100-watt or 150-watt 
lamps serve the laboratories and offices. All lamps 
in the workshops are fitted with enamelled iron 
shades to lessen the risk of breakage : since the 
shades are metallic, they are insulated from the 
holders to minimize the risk of shock. In the 
laboratories, the general lighting is supplemented 
where necessary—for microscope work, relay adjust¬ 
ments, etc.—by portable flexible arm fittings capable 
of being plugged into the sockets of the A.C. 
switches on the bench panels. Emergency lighting 
is provided in the main and basement switchrooms 
from the 240-volt batteries in the event of a failure 
of the Company’s supply. Special lighting is 


employed in the main entrance hall and stairway of 
the General Research Block, in the Lecture Theatre, 
and the Library. Ten pendants, each consist¬ 
ing of a cluster of four 100-watt and one 200-watt 
lamps, provide the lecture theatre with excellent 
illumination, whilst in the library a rather novel 
method of concealed lighting has been installed. 
Around a cornice near the ceiling 25-watt lamps at 
1 ft. spacing are fitted and rendered invisible from 
the floor by thin strips of frosted glass. The result 
is a pleasing and efficient diffused illumination over all 
the tables. For the sake of economy and to suit 
individual requirements a table lamp is fitted on each 
of the five tables. 

Staff Locator. 

During the past few years the number and extent 
of the buildings have gradually increased and it was 
becoming very difficult to locate senior members of 
the staff when urgently needed. Some form of 
staff locator became a necessity and as none of 
the types on the market was considered quite 
suitable, it was decided to design a locator and 
the one installed is composed entirely of standard 
Post Office apparatus (Figs. 12 and 13). Each 
senior officer (Staff Engineer, Assistant Staff 
Engineers, and Executive Engineers) is allocated a 
number of one or two digits and if he cannot be 
located by the ordinary telephone system, the 
operator throws a key and dials the appropriate code 
number. This causes the lamps behind the corre¬ 
sponding digits on the locator boards to flash inter¬ 
mittently—0.75 sec. on, 0.75 sec. off. The faces of 
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Fig. 12.—Staff Locator Circuit. 







I I CAPT COHEN 
2 M* BARRALET 
3 CAPT TIMMIS 
4 M R ALDRIDGE 
5 M? GREGORY , 
6 M? HANFORD j 
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5 M? BEER 
I M? BROWN 
25 RADLEY. 


26 MUMFORD 
35 M* HARBOTTLE 
41 M? WEST 
I 43 M» TOLLEY 

45 M9 JOLLEY 

46 
61 


Fig. 13. —Staff Locator. 


Firf. Alarm System. 

The buildings at the Research Station house a 
large amount of valuable apparatus, so that apart 
from danger to life, precaution must be taken to 
ensure that in the event of a fire outbreak certain 
members of the staff are efficiently organized to be 
able to combat the danger. None of the standard 
alarm schemes in use in the various Post Office Build¬ 
ings was considered suitable because of the dis¬ 
position of the various buildings. In ihe system 
installed, if the water and sand buckets and 
extincteurs prove insufficient, the operation of one 
of twenty buttons sounds audible alarms in the two 
workshops and the General Research Building where 
the fire fighting squads are normally employed. 
Further, the seat of the fire is indicated by the light¬ 
ing of a lamp on each of three indicator boards 
(Fig. 14) fitted in these buildings. There are 
twelve hydrants around the station fed by mains 
water under pressure from a pump in the door¬ 
keeper’s lodge. The pump motor is automatically 
started by a pressure-controlled switch which 
operates with a fall of pressure due to the 
opening of any of the hydrants. A “ clear out ” 
button fitted close to the Staff and Assistant Staif 
Engineers’ offices operates two J H.P. D.C. syrens, 
one on the roof of the Chemical Block and one which 
will ultimately be on the Refreshment Club, but is 
temporarily installed on the roof of the Training 
School to serve as a summons to evacuate the station 
in the event of the fire assuming serious proportions. 
A separate button mounted on a pillar close to the 
main entrance of the General Research Building is 
joined to the Willesden Council Fire Alarm circuit so 
that, if necessary, the local fire brigade can be 
summoned. 


the lamp boxes are 6" x 4" carrying 3i" numbers 
illuminated by 30-watt lamps. The size and bright¬ 
ness of the illuminated area are sufficient to attract 
attention without an audible signal since the use of 
the latter would interfere with tests in progress in 
the laboratories. There are twenty locator boards 
at various points on the station and it is, therefore, 
very probable that the required officer will see the 
number flash or that his attention will be drawn to 
it by someone near him. 

An extension to the system provides a useful 
service for the night watchman when on his rounds 
after official hours of duty. Half the locators, evenly 
distributed over the station, are each fitted with a 
bell which rings when either the button at the main 
gate is depressed or the telephone bell in the gate¬ 
keeper’s lodge is rung. In addition to the ringing 
of the bells, Nos. 1 and 3 are illuminated on these 
locator boards. Thus 13 is a service for the night 
watchman only and it is not possible to operate this 
during official hours because the circuit is wired via 
the day-night switch on the telephone switchboard. 
The bells give audible warning and by their ring 
(intermittent or continuous) the watchman is in¬ 
formed whether he is required on the telephone or 
by a visitor at the main gate. 


Heating. 

The buildings are heated by a standard hot water 
radiator system fed from boilers in the basement of 
the Central Block. In the electrical testing labora¬ 
tories where the standard instruments and apparatus 
are kept, this is supplemented by thermostatically- 
controlled electric radiators. These are totally en- 
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Fig. 14. —Fire Alarm Indicator Board. 







closed in metal tubes of 2 ins. diameter and mounted 
on the walls in four banks with 3 ins. between each 
bank, the bottom being 6 ins. above the floor. The 
thermostats, each controlling one half of the tubes, 
are of the bi-metallic strip pattern and can be set to 
within 1° F. between the limits 48° F. to 78° F. 

Gas. 

Apart from its use in the Refreshment Club for 
cooking purposes, gas is distributed to the majority 
of the laboratories and is terminated on two-way gas 
cocks fitted on the bench tops. None of the vertical 
or corridor chases is used for gas distribution, which 
is everywhere kept clear of the electric cables. A 
main to the workshops supplies gas furnaces, a coil- 
impregnating oven, and bunsen burners. 

Compressed Air. 

A compressed air service is distributed from the 
workshop where a 3 H.P. 3-phase motor drives a 
compressor capable of giving a supply up to 60 lb. 


per sq. inch. This service is fed to the Chemical 
laboratory where it is used for experimental work, 
for example, to produce artificial fog in corrosion 
testing chambers : to a gas forge in the workshop; 
and for experimental work in the Physics laboratory 
where, among other things, it is used to test the 
durability of cellulose surfaces by blowing carborun¬ 
dum powder upon them. 

Vacuum. 

A vacuum pump in the basement of the Central 
Building provides a rough vacuum to the Chemical 
laboratory, Workshops (Coil-Impregnating plant) 
and the Mechanical Testing laboratory. 

Steam. 

A small steam boiler is located in the Central Build¬ 
ing basement and is piped to the Chemical laboratory 
for distillation work, etc. The steam is also used in 
the Central Building for the production of distilled 
water used in the main and portable batteries. 


Telegraph and Telephone Plant in the United Kingdom 

TELEPHONES AND WIRE MILEAGES. THE PROPERTY OF AND MAINTAINED BY 
THE POST OFFICE IN EACH ENGINEERING DISTRICT AS AT 30th SEPT., 1934. 


Number of 
Telephones 


Overhead Wire Mileages. 


owned and j 





maintained | 



■ 

1 

by the 1 

Telegraph. 

Trunk. 

Exchange.* 

Spare. 

Post Office. | 





841,422 

562 

8,022 

45,964 

3,889 

103,582 

2,190 

18,184 

46,583 

5,923 

118,524 

4,005 

36,764 

74,689 

5,766 

81,826 

4,108 

41,270 

70,682 

9,427 

129,015 

5,767 

47,952 

57,371 

11,956 

104,160 

3,654 

29,766 

65,239 

6,802 

70,732 

3,166 

27,193 

57,654 

8,056 

141,220 

4,594 

25,136 

59,873 

12,789 

183,882 

948 

8,742 

26,819 

7,892 

118,652 

5,085 

24,663 

40,133 

8,813 

78,192 

1 245 

21,586 

27,805 

8,576 

60,325 

1.368 

14,289 

22,550 

7,416 

30,052 

3,209 

11,233 

12,548 

986 

86,535 

4,383 

28,252 

41,595 

7,896 

108,621 

3,230 

23,148 

33,757 

5,747 

2,256,740 

47,514 

366,200 

1 

683,262 

111,934 

2,229,837 [ 

51,105 | 

374,380 

673,715 

98,985 


Engineering 

Underground Wire Mileages. 

District. 

Telegraph. 

Trunk. 

Exchange.* 

Spare. 

London 

35,755 

206,992 

3,743,639 

167,152 

S. Eastern 

4,719 

60,816 

372,026 

62,328 

S. Western 

24,221 

51,772 

295,886 

99,072 

Eastern 

15,392 

68,124 

174,477 

55,897 

N. Midland 

9,915 

172,533 

340,751 

122,260 

S. Midland 

10,218 

67,461 

325,983 

72,171. 

S. Wales 

6,180 

57,339 

167,761 

41,298 

N. Wales 

9,062 

80,851 

455,322 

113,724 

S. Lancs. 

8,728 

124,303 

671,094 

80,878 

N. Eastern 

11,178 

94,399 

347,337 

56,867 

N. Western 

4,265 

47,840 

254,729 

56,000 

Northern 

3,929 

53,326 

191,112 

32,648 

Ireland N. 
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5,721 

71,265 

5,468 

Scotland E. 

1,214 

55,207 

180,211 

48,478 

Scotland W. 

10,586 

49,586 

278,230 

45,699 

Totals. 

155,628 

1,196,270 

7,869,823 

1,059,940 

Figures as at 





30th June, 

164,179 

1,166,130 

7,804,432 

1,059.299 

1934. 






* Includes low gauge spares ( i.e ., wires of 20 lb. or less in cables and 40 lb. bronze on overhead routes). 
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Miscellaneous Facilities at Automatic and 
Manual Telephone Exchanges 


A. HOGBIN 


Special Faults Circuits at Automatic Exchanges. 

FAULT on the equipment of an automatic 
exchange may affect the service of a number 
of subscribers and, if allowed to persist, it 
may prevent the completion of many calls. The 
immediate location of such a fault is of vital import¬ 
ance. 

In certain automatic areas, the “ ENG ” system 
of reporting faults direct to the engineers is in opera¬ 
tion, but in other areas subscribers complain to an 
auto manual board operator when they are unable to 
complete a call, and close co-operation between the 
operating staff and the engineering staff in hand¬ 
ling such complaints is essential. A “ special 
faults circuit ” is therefore provided from all 
positions on the auto manual board to a telephone 
in the auto switchroom. On receiving a complaint 
an operator dials, on a trunk-offering train of 

(a) Exchange with 900 or /ess Lines, no provision 
to be made- 

* (b) Exchange with more than 900 but less than 

2000 tines, with manual board in remote building. 

Final Selr S. F. Tele. 

Bank. 

° -□- 


building. Where a separate junction is not justified, 
the special faults telephone is terminated on a final 
selector number which can be dialled from auto 
manual boards and dialling-in exchanges. 


Des. 

S.EC. 

S.F.C. 

S.EC. 

S.EC. 

S.EC. 

S.F.C. 

f 

Strip. 

AB 

MG 2.34 

MGS 

MG 6 

BE 

CA 

( 

Jacks. 

o 

o 

(S2/I') (6211) (7211) (6211) 



(d) (b) (C) id) 


Fig. 2.—Switchboard Marking. 

The basis of provision of these circuits can be 
summarized as shown in Fig. I. The dotted lines 
show a telephone connected in parallel with the main 
special faults telephone and fitted near to the sub¬ 
scribers uniselectors or 1st line finders in those cases 
where these occupy more than one floor of the ex¬ 
change building. When a telephone connected to a 
final selector number is provided, as in Fig. 1(c), 
this telephone is fitted near the incoming junction 
equipment. 

For the purpose of uniformity the final selector 
numbers have 4 digits and the characteristics 2211, 



(cl Exchange with more than 900 lines, with manual 
board in same building , also Exchange with 2000 
or more lines remote From manual board. 

Manual Pos Direct circuit (inti orfrt/l 

--- 

Final Seir 
Dank 

«=> - □ 

Fig. 1 . — Basis of I’kovision of Special Faults Circuits. 


S.FTeie 

“CD 


selectors, the number of the subscriber concerned 
and requests him to re-dial the number he requires. 
If ringing tone is not heard or if a wrong number is 
obtained, the operator asks the subscriber to remain 
on the line and calls the responsible engineering 
maintenance officer on the special faults circuit. 
Having given him the necessary particulars and after 
hearing that he has picked-up the connexion on a 
special hand-microtelephone, the operator releases 
the trunk-offering selectors and the special faults 
circuit and leaves subsequent investigations to the 
engineer. 

In view of the small amount of traffic concerned, 
>he provision of special faults circuits is governed 
Dy the size of an exchange and whether or not the 
manual board and the auto plant are in the same 


Fig. 3.—Special Faults Telephone and 
Associated Equipment. 
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.211 whenever possible. A proposal to use 1110 
in the London area is under consideration. 

Special faults circuits are connected to a single 
jack in the outgoing junction multiple of auto manual 
positions and on monitors, supervisors, and test 
desks. Fig. 2 shows the switchboard marking. 
Fig. 2(a) is the jack for a circuit to exchange 
“ AB,” while the remaining portions of the figure 
are in respect of a non-director area, e.g., Notting¬ 
ham. The direct circuit to the main exchange equip¬ 
ment embracing levels 2, 3 and 4, are labelled as in 
( b ). There are two sub-exchanges in the area which 
are served by levels 5 and 6 and which carry the 
same name as the main exchange, but which only 
justify final selector numbers being used for the 
special faults telephones. These numbers are shown 
on the jack pegs at (c). The two jack pegs at (d) 
are final selector numbers for two other sub- 


when a call is answered until the caller 
releases the connexion. 

(c) Control of cord circuit supervisory signals 
from the telephone. 

Fig. 4 shows the circuit connexions for the manual 
position circuit. As the sleeve circuit is discon¬ 
nected, a loop round a shunt-field relay in the cord 
circuit operates relay L to connect ringing tone at 
LI and the telephone buzzer at L2. When the call 
is answered, contact D1 operates relay CO to dis¬ 
connect the buzzer and retain itself at C02, and to 
disconnect the ringing tone at COl, while the 
reversal at D2 and D3 causes the cord circuit relay 
to operate and provide supervision. The operation 
of the final selector number circuit shown in Fig. 5 
is very similar, except that relay RR is operated by 
the ringing return battery in the final selector. 
When relay D operates, D2 completes the connexion 



exchanges in the area (Beeston and Carlton) which 
have their own exchange names. 

A special faults telephone and its associated equip¬ 
ment is shown in Fig. 3. A wall-pattern instrument, 
with a buzzer in place of the dial, is mounted on a 
panel above a card receptacle, the top of which forms 
a writing desk. “ Waiting attention ” and 
“ cleared ” fault-docket holders are fitted imme¬ 
diately below the telephone. On the right side of 
the panel two frames are fitted, one for instructions 
to staff regarding procedure and the other for the 
“ 0 ” level grading chart of the exchange. This 
chart assists in the rapid tracing of emergency 
manual board calls when the caller is too excited to 
tell the operator the number of 
the ’phone from which he has 
spoken. 

The chief facilities provided by 
special faults circuits are sum¬ 
marized as follows :— 

(a) Automatic sounding of the 
buzzer as soon as a plug 
is inserted in a jack or a 
final selector number is 
seized. 

(b) Lock-out of the buzzer 
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and a loop via RR, thus operating the final selector 
D relay to cause metering or supervision on the 
caller’s equipment. 

A circuit combining Figs. 4 and 5 is available, 
but as it may only be applicable to tandem exchanges 
it has been excluded from this brief description. 

Test Number Ejuipment. 

To assist traffic and engineering officers in the 
routine testing of (a) junctions terminating on auto¬ 
matic equipment and ( b ) dials on manual positions, 
without the co-operation of another officer, “ test ” 
numbers are allocated on the automatic plant. 
When these numbers are dialled, callers receive a 



To Special 
Faults 
Telephone. 


To 


Fig. 5.—Final Selector Circuit to Special Faults Telephone. 
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tone and flashing signal of characteristic periodicity. 
To increase the stringency of the test as regards 
impulsing efficiency the final selector numbers used 
include the digits “ 0 ” and “ 1.” 

The basis of provision of test number equipments 


varies according to the trunking arrange¬ 
ments of each exchange, but generally 
speaking one equipment is provided for 
each group of 1,000 lines. Whenever 
possible a final selector number is used to 
which every group of incoming junctions 
has access, but when this is not possible 
owing to a manual board having access over 
separate groups of junctions to different 
blocks of numbers in the numbering scheme, 
it may be necessary to provide additional test 
number equipments. 

Fig. 6 shows the circuit for test number 
equipment. Relay A is operated by the final 
selector, after which relay B responds to the 
interrupted ringing periods. Relay BA 
follows relay B, but retains during the 0.2 
silent ” ringing period. Therefore, taking 
into account the combined slow releasing periods 
of B and BA, there is approximately a tone and 
flash period of 1.8 seconds “ on ” and 1.2 seconds 
“ off.” 


sec. 


The Control of Amplification in Repeater Systems 


At the present time, the power supply at repeater 
stations consists principally of anode and filament 
batteries. These in some cases are floating. On the 
repeater racks, the filament voltage is maintained at 
approximately 21 + 0.5 volt, an alarm bell operating 
when these limits are exceeded. The anode voltage 
is not specially controlled and has a value generally 
between 125 and 135 volts, whilst the minimum value 
may be below 120 volts. 

In testing equipment, such as oscillators and trans¬ 
mission sets, the speed of operation and time for 
recalibration of the equipment are becoming increas¬ 


ingly important factors. To ensure stability of the 
equipment, a simple control for the H.T. voltage has 
been tried consisting essentially of a resistance and 
neon tube. It is very effective and will be applied to 
heterodyne oscillators and direct-reading measuring 
sets. The increasing efficiency of trunk circuits 
leads to the necessity for greater precision in main¬ 
tenance, and to preserve the necessary margin of 
stability on a long international circuit the possible 
variations which may occur in a few repeaters and 
cable sections constituting one link in the circuit must 
be kept at a small value. 
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A New Mail Bag Cleaner 

I T is well known that it is the Department's 
practice to clean the letter and parcel mail bag's 
at the larger Post Oliices by means of special 
machines. Until recently, a large slow-running 
drum type of machine was used for the purpose, 
which was costly in maintenance and required a 
somewhat large floor space. 

A new type of machine has, however, recently been 
installed in certain large offices; this machine is based 
on the vacuum cleaner principle and appears to offer 
considerable advantages for the Department’s pur¬ 
poses. The machine is known as the “ Eureka ” 
bag-cleaning machine and comprises a powerful 
suction fan connected to a special spout and deliver¬ 
ing the air through a cyclone dust extractor and 
filter. The spout is of special design as shown in 
the photograph to accommodate either letter or 


W. S. SNELl 


The principle of this cleaner is that of subjecting 
the bag to an air current of sulficient intensity, so 
that when the bag is held at the base of the cleaning 
spout it is drawn sharply into this unit “ inside out,” 
i.e., the bag is turned. At the same time the power¬ 
ful air current removes from what was originally the 
inside of the bag, all dust and free foreign matter. 
The bag is then pulled downwards from the machine 
and the operation repeated to re-turn the bag to its 
original side (if this is required). In the operation 
of the machine, the bag is held as if for a second 
person to fill. 

The output depends upon the speed of the operator, 
but a fair working average is 450 to 500 bags per 
hour. 

This machine, by means of its novel principle, 
fulfils a long-felt want in the cleaning of bags. In 



parcel mail bags, and is fitted with a grid and inspec¬ 
tion window to intercept any correspondence that 
may have been inadvertently left in the bags. 

The features of the “ Eureka ” machine are :— 

(1) Labour saving. 

(2) Turns as well as cleans automatically. 

(3) Increased hourly output. 

(4) Kags cleaned in dust-free atmosphere. 

(5) Dust and material drawn from bags auto¬ 

matically collected. 


previous forms of machines, bag-cleaning may be 
said to have come under the following headings :—- 

(1) The hand turning of bags preparatory to 

cleaning. 

(2) The cleaning of the bag. 

(3) The re-turning by hand. 

It is this hand turning and re-turning of bags 
that has taken by far the greater part of the labour 
expended. 
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The Timing of Trunk and Toll Calls l. e. magnusson 


A S a direct consequence of the introduction of 
demand working, the need arose for a timing 
device which could be associated with the cord 
circuit and be under the control of the calling sub¬ 
scriber’s switch-hook. It was also required that the 
device should display the amount of chargeable time 
on any connexion to the operator. Due to the limited 
space available on the key-board for accommodating 
timing apparatus, consideration was given to the 
design of a time check in which the apparatus was 
situated remote from the key-board. A circuit 
scheme was devised which made use of standard 
apparatus and this has now become known as the 
chargeable time indicator. 

This article deals with the details of the scheme 
and the subsequent development of a timing device 
which can be mounted on the key-board in the space 
required for the existing speaking keys. 

Chargeable Time Indicator. 

There are two main types of Chargeable Time 
Indicator Equipment, one capable of timing calls up 
to a maximum of 9 minutes in duration without re¬ 
setting, and the other timing calls up to a maximum 
of 18 minutes. There is also a difference in the 
circuit arrangements between time checks associated 
with the sleeve control cord circuits and those 
associated with bridge control cord circuits, but the 
difference is so slight that it is not proposed to deal 
with it in this article. 

The chargeable time indicator shown in Fig. I is 
the 18-minute type associated with the sleeve control 
cord circuit. The circuit employs one uniselector and 
four relays per cord circuit with a strip of lamps 
mounted on and common to the position, and capable 
of being associated with any cord circuit, to show 
the chargeable time in minutes. 

The facilities provided are :— 

(a) The indicator is started by the operation of 
the control key by the telephonist and stopped 
either by the operation of the control key or 
by the receipt of a supervisory signal. 

(b) At the end of the conversation, the charge¬ 
able time is indicated in minutes on a display 
panel by the operation of the control key. 

(c) The operator is warned of the approaching 
expiry of a three-minute period by the light¬ 
ing of the time check lamp 12 seconds before 
the expiry of each three-minute period, the 
lamp remaining alight until the three minutes 
have expired. 

(d) The elapsed time up to 18 minutes can be 
ascertained at any stage of the call by the 
operation of the control key. 

(e) The operator is warned immediately after 9 
and 18 minutes have expired by the flickering 
of the time check lamp. 


(/) The subscriber is warned of the approaching 
expiry of each three-minute period by the 
transmission of four tone signals or “ pips ” 
12 seconds before each three-minute period. 

Operation of the Chargeable Time Indicator (Fig. 
1). When the operator has satisfied herself that the 
connexion between the two subscribers has been 
established, she throws the control - key to the 
“ Start ” position. A circuit is thus prepared for 
the operation of the supervisory relay SY which will 
operate every time a pulse is received from the con¬ 
tacts of the time pulse relay TE. The first 12-second 
pulse received will operate relay SY and an earth will 
be transmitted via the 2-ohm winding of relay ST to 
the uniselector magnet. Both the relay and uni¬ 
selector will operate, the relay locking to the earth 
on the control key via its high resistance winding. 
Subsequent operation of the uniselector is via ST2 
and bank contacts. 

The wipers pass over the 47th and 48th contacts 
by self interrupted drive and are stepped off the 49th 
contact by the “ flicker ” earth pulse. Relay SW 
will operate on the 50th contact in series with the 
magnet and will lock via its own contact to earth on 
ST6. The uniselector, if required to continue step¬ 
ping,'will be stepped off the home contact by the 
flicker earth pulse and subsequent stepping will be 
as described before. 

Lighting the Time Check Lamp. After 15 steps, 
the time check lamp will glow from earth on wiper 3 
and will remain glowing for 12 seconds. The lamp 
will glow every subsequent 15th step until the uni¬ 
selector reaches the full counting period. At the 
end of the full counting period the wipers will come 
to rest on the 49th contact due to the stepping circuit 
having been broken at SW2. Flicker earth will be 
connected to the time check lamp via contact 49 and 
wiper of arc No. 4. This flicker signal indicates to 
the operator that the full counting time of 18 minutes 
has expired. 

Display. If at any time the operator wishes to 
observe the elapsed time, she places the control key 
to the normal or display position. This operation 
extends an earth from the key to the particular lamp 
on which wipers 5 or 6 happen to be resting. Lamps 
1 to 9 are in circuit during the first cycle of the 
uniselector and the battery feed is changed to lamps 
10 to 18 on the second cycle, i.e., when relay SW is 
operated. 

The display consists of 18 lamps mounted in a row 
in a lamp jack strip. The lamp jack is fitted with a 
designation strip, into which slides a narrow trans¬ 
lucent celastoid yellow label having the numbers 1 to 
18 engraved on its reverse side through a black 
backing. Thus when any particular lamp glows be¬ 
hind the strip, an illuminated number is seen at the 
front. 
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Fig. 1.—Circuit of Chargeable Time Indicator. 


Resetting the Time Check. On completion of the 
timing the control key is thrown to the “ reset ” 
position. Relays ST and SW will be released and 
the uniselector returns to the home position. 

Time Announcing Signal. The time announcing 
facility will be introduced early in 1935. The signal 
will consist of four tones or pips, spaced at one second 
intervals and of a duration of approximately 150 
milli-seconds. The tone will have a frequency of 900 
cycles per second and will be generated by a valve 
oscillator equipment except where a voice frequency 
machine is already provided, in which case, the 900- 
cycle tone will be obtained from this source. 

The valve oscillator will, whenever possible, 
operate from the public electricity supply and three 
types of oscillators will be available to cater for the 
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varying supply conditions. One type will cater for 
100 to 120 volts D.C., a second for 200 to 260 volts 
D.C. and a third for A.C. mains supply of any 
voltage. 

A fourth type, which will be battery operated, will 
be introduced if cases arise where no public supply 
is available. 

The oscillators have been designed to give an out¬ 
put of approximately 6 volts in order to provide 0.4 
volts across the cord circuit. They are capable of 
serving a maximum of 30 simultaneous announce¬ 
ments without any appreciable drop in voltage except 
in the case of the battery oscillator which provides 
for a maximum of 10 simultaneous announcements. 
It is essential that the tone signal shall be applied to 
the cord circuit before the expiry of each three-minute 




















period. In other words, the tone signal must follow noticed that relay PP will be connected to the tone 
immediately alter the 12 second pulse which steps the control lead via arcs 7 and 8 and bank contacts 16, 

time checks. Referring again to Fig. 1, it will be 31 and 46. Immediately the wipers reach these con¬ 

tacts, four earth 
pulses will be trans¬ 
mitted over the tone 
control lead to oper¬ 
ate relay PP. The 
contacts of the 
latter relay will 
connect the tone to 
the cord circuit 
talking conductors. 

It is the prac¬ 
tice to avoid oper¬ 
ating large num¬ 
bers of time checks 
simultaneously be¬ 
cause of the heavy 
drain on the battery 
and consequent in¬ 
terference with the 
transmission cir¬ 
cuits. For this 
reason the time 
checks are divided 
into two groups, 
and the 12 second 
pulses, which step 
the time checks, are 
staggered, so that 
the first group of 
time checks is 
stepped 6 seconds 
before the second 
group. Two tone 
control leads are 
therefore necessary, 
one for each group 
of time checks in till cases 
where there are more than 
70 time checks. 

Fig. 2 shows the tone 
control equipment and 
alarm circuit. The uniselec¬ 
tor is employed for generat¬ 
ing and controlling the 
application of the four one- 
second pulses transmitted 
over the tone control leads. 
Where there are 70 or 
fewer time checks, terminals 
" W ” and " ,\ ” tire 
strapped together and the 
uniselector is stepped off the 
home contact by the 12- 
second pulse. The uni¬ 
selector is then stepped by 
a one-second clock pulse for 
four steps and comes to rest 
on the sixth contact. Ter¬ 
minals" V ” and “ 7. ’’are 
also strapped together and 
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Fig. 2.—Tone Control Equipment and Alarm Circuit. 




relay I’C is omitted. As the wiper on arc 3 steps 
round the bank, relay I*B is operated four times and 
each time it operates, an earth pulse is transmitted 
over the tone control lead. This cycle of operation 
is repeated every 12 seconds. 



Fig. 4.—Indicating Drum and Cams. 


In exchanges with more than 70 time checks, i.e., 
where each group of time checks is operated from 
alternate 6 second pulses, terminal “ W ” will be 
connected to the pulse serving the first group and 
terminal “ X ” to the pulse serving the second group 
of time checks. In addition, both relays PB and PC 
will be provided to serve pulses to each group for 
operating the PP relays. The uniselector will there¬ 
fore step every 6 seconds and relays PB and PC will 
receive four pulses every 12 seconds. 


It will be appreciated that if the valve oscillator 
for any reason should fail to function, the subscriber 
would not receive any indication of the elapsed 
time thus giving rise to many disputed accounts. 
Arrangements have, therefore, been made for an alarm 
to be given in the event of failure so that the Traffic 
Staff may resort to verbal announcements. This is 
accomplished by inserting a relay AL in the plate 
circuit of the oscillator and arranging the circuit so 
that if the oscillator should fail the relay releases and 
provides an alarm. The alarm circuit, shown in 
Pig. 2, is a little complicated due to the fact that, in 
exchanges with comparatively few time checks, it is 
not desired to run the oscillators continuously when 
no calls are being timed. It has been arranged, 
therefore, to start the oscillator directly a time check 
key is thrown by operating a relay, fitted with mercury 
tube contacts, to connect the main power supply to 
the oscillator. The valve oscillator alarm relay will 
take anything from 25 to 40 seconds to operate and 
it is necessary to delay the application of the alarm 
for this period. A thermal relay has been employed 
to give the necessary delay and it will commence to 
operate as soon as a time check key is thrown, i.e., 
when relay ST operates. The contact of the thermal 
relay, when operated, will energize relay AD and 
this relay will in turn, disconnect the thermal relay. 

1'he latter relay will release slowly and as soon as it 
reaches its normal position will transmit an earth to 



contact AI.l via ADI operated. 
Relay AL should in normal cir¬ 
cumstances have operated by 
this time, but if for any reason 
it has failed, the alarm exten¬ 
sion relay, AE, will operate and 
the tone failure lamp will glow. 
Contact AE2 will operate relay 
TF on the manual board and its 
contacts will operate the bell 
and light the tone failure lamp. 
The Traffic Staff will note the 
receipt of the alarm signal by 
throwing the “ receiving atten¬ 
tion ” key, disconnecting the 
bell. When the oscillator 
again functions correctly, relay 
AE will release and in turn 
release relay TF. The bell will 
again ring and the “ clear ” 
lamp will glow. The Traffic 
Staff will restore the “ receiv¬ 
ing attention ” key, discon¬ 
necting the lamp and bell. 

Clocks No. 44. 

One of the disadvantages of the 
Chargeable Time Indicator is 
that owing to the limited space 
available for accommodating 
the relay and uniselector racks 
its general adoption is not 
practicable at small exchanges. 
To overcome this difficulty 
a new timing device, which 
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can be mounted on the keyboard, has been developed 
jointly by the Automatic Electric Company and 
the Post Office. This timer has been given the rate 
book title of Clock No. 44 (Fig. 3) and consists 
of electromagnetically controlled cyclometer drums 
which display the chargeable time. The Clock 
assembly, together with a standard type lever key and 
a two position rotary key is mounted on a key plate 
4J inches by 1 1/16th inches. Two drums, each 
engraved 0 to 9, display the chargeable time in 
minutes and tenths of a minute up to a maximum of 
9 minutes. The control key, with which is associated 
the resetting button, has two positions, namely, Start 
and Stop. With the control key rotated to the start 
position, depression of the resetting button is impos¬ 
sible, thus guarding against accidental restoration of 
the display during timing. 

In the normal position the clock displays 9.9 
minutes, the first impulse restoring the reading to 
0.0. The object is to give the subscriber the benefit 


of the first impulse, which may be anything up to 
6 seconds. 

The operation of the drums is on the reverse-drive 
principle. A ratchet wheel is attached to each drum 
and the armature is fitted with two pawls. One pawl 
engages with the ratchet of the tenth minute drum 
and the other engages with the minute drum on the 
completion of each ninth impulse. Attached to each 
indicating drum are two cams (see Fig. 4), one of 
which operates the spring combination for controlling 
the lamp and tone signals and the other, a heart- 
shaped cam, functions for resetting. 

To start the clock the operator rotates the control 
key to the start position, whereupon the clock com¬ 
mences to step due to the 6-second clock pulse being 
connected to the drive magnet (see Fig. 5). After 
2.8 minutes, the tone control relay, PP, is connected 
by the operation of springs 2 and 3, 6 and 7. Relay 
PP then receives four pulses from the tone control 
circuit and each time it operates connects a tone to 


Armature 
Back Stop' 


Armature Restoring Spring - 
Pawl Front Stop 
Operating Pawl 
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Heart - shaped 
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Rotary Start Key Knob- 


Leather-faced 
Pole Piece 
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Plunger Restoring Spring- 
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Fig. 6.—Clock No. 44 Mechanism. 
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the cord circuit. Relay PP is disconnected when the 
clock steps to 2.9 due to the opening of springs 6 
and 7. The time check lamp glows due to the closing 


and 8.8 minutes, but at the 9th minute relay SP 
operates to disconnect the driving magnet due to the 
closing of springs 1 and 2, 4 and 5. The operation 
of relay SP causes flicker earth to be connected to 
the time check lamp, the flickering of the lamp 
indicating to the operator that a ninth-minute period 
has expired and that the device should be reset for a 
further period of timing. 

The resetting operation is accomplished by rotat¬ 
ing the control key to the normal position, then 
liepressing the plunger reset key. Referring to 
Pig. (i it will be seen that the action of depres¬ 
sing the reset key lifts the operating pawls, 
ratchet and cam springs clear of the ratchet wheel 
and cams, whilst a lever engages with the heart- 
shaped cams and restores the drums to the normal 
position (Fig. 7). Relay SP is released and when 
the control key is again rotated to the start position 
the clock is ready to commence another cycle of 9 
minutes if required. 

The stepping of the clock is under the control of 
the originating subscriber’s switch hook, the stepping 
of the clock being prevented when the receiver is 
replaced. 



Flo. 8 .—Clock No. 44 Dismantled. 


of springs 2 and 3, 5 and 6 at 2.8 minutes. Springs 
5 and 6 open at 3.0 minutes, thus disconnecting the 
lamp. The sequence of operations is repeated at 5.8 


Fig. 8 shows the clock dismantled. It will be seen 
that the start key and clock mechanism may be 
detached separately. 
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The New Liverpool-Glasgow Cable 


A. O. GIBBON, m.i.e.e. 


A N important underground scheme has recently 
been completed between Liverpool and 
Glasgow as the first part of a new West 
Coast main telephone cable from London to Glasgow. 
The total length of the cable between Liverpool and 
Glasgow is 227 miles and it has been necessary to 
construct approximately 500 jointing chambers, 200 
of which are required for the accommodation of load¬ 
ing pots. 

In ordinary circumstances and apart from the pro¬ 
vision of permanent repeater buildings, a work of 
this character would occupy a period of at least 15 
months, but owing to the special circumstances of 
this case it was planned to complete the whole of the 
work within six months. 

Between Liverpool and Lancaster approximately 
10 miles of armoured cable was laid direct in the 
ground and approximately 42 miles of cable drawn 
into self-aligning ducts; between Lancaster and 
Carlisle the whole of the cable was laid in ducts, of 
which the main part already existed; whilst between 
Carlisle and Beattock more than 50 miles of armoured 
cable was laid direct in the ground and 4 miles of 
cable drawn into ducts. Between Beattock and 
Glasgow approximately 40 miles of armoured cable 
was laid direct in the ground and 16 miles of cable 
drawn into ducts. The lay-out of the route is shown 
in summary form in Fig. 1. 

The contract for the work was handled in approxi¬ 
mately four equal sections by the undermentioned 
firms :— 

(a) Liverpool to Lancaster—The United Tele¬ 
phone Cables, Ltd. (Northern). 

(b) Lancaster to Carlisle—Duct and manhole 
work to the Norwest Construction Co. and 
the cables to Messrs. Pirelli-General, Ltd. 

(c) Carlisle to Beattock—Messrs. Standard Tele¬ 
phones & Cables, Ltd. 

( d ) Beattock to Glasgow—United Telephone 
Cables, Ltd. (Southern). 

It will be noted that in one section the duct and 
manhole work was carried out by the Norwest Con¬ 
struction Co., of Liverpool, and the cable work was 
done by Messrs. Pirelli. In the other sections 
Messrs. Standard Telephones & Cables carried out 
the duct and manhole work required in their own 
and also in Messrs. United Telephone Cables 
sections. The three companies operated separately, 
however, in trenching work for the armoured cable. 

The type of cable laid between Liverpool and 
Lancaster is 360 pr/25 P.C. Quad + 4 pr/40 screened 
and from Lancaster to Glasgow 270 pr/25 + 4 pr/40 
screened. A “ target ” view of the larger size cable 
is shown in Fig. 2. The lead-covered cable drawn 
into the ducts is of the Paper Core Quad type and 
its external diameter 2.70 inches. 

A short description of the armouring of the cable 


will be of interest. The continuously lead sheathed 
cable, after careful scrutiny for defects, is first passed 
through a bath of bituminous compound and imme¬ 
diately enclosed with lappings of compounded paper. 
The cable is again compounded and served with 
sufficient compounded jute yarn to form a bedding at 
least 0.06 of an inch thick. A compounded mild 
steel tape armouring 0.04 inch in thickness, on which 



Fig. 1.—I.ay-out of Cable Route. 


the compound has been allowed to set, is next applied 
to the cable with a suitable open lay, the gaps being 
not greater than 25 per cent, of the width of the tape. 
A similar tape is applied evenly over the gaps left by 
the first tape. A coating of compound is applied 
immediately after armouring. The armoured cable 
is then served with sufficient compounded jute yarn 
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F/BSr psm IN LAYCNi (napkin) 



Note.—T he A. B, C, and D wires are denoted respectively 
by 1, 2, 3 and 4 markings on the paper wrapping over the 
conductors. 

Pairs 1-4 in the centre layer are used f*r broadcast circuits ; 
pair 5-94 in layers 1, 2 and 3 are used as 4-wire “ goes ” audio 
and carrier; pairs 95-274 in layers 3, 4 and 5 are used as 4-wire 
audio ; pairs 275-364 in layer 6 are used as 4-wire “ returns ” 
audio and carrier. 

Fig. 2.—Target of Cable. 


to form a covering' at least 0.06 inch thick, and again 
compounded. The completed cable is white-washed 
to prevent adhesion between the coils of cable on the 
drums. The cable is finally coiled on wooden drums 
in such lengths as may be required. The external 
diameter of the larger size armoured cable is 2.98 
inches. 

The order to proceed with the work in the field was 
issued to all contractors during the week commenc¬ 
ing 23rd June, 1934, but prior to that date, much 
preliminary work was required in connexion with 
negotiations with the Highway Authorities regard¬ 
ing the depth, course, and position of the cable and 
jointing chambers, the ordering and prompt delivery 
of the considerable quantities of stores from the 
Stores Department and the selection and employment 
of supervisors of works to watch the operations on 
behalf of the Post Office. The setting out of the 
operations was arranged in such a way that com¬ 
pletion of the whole of the duct and manhole work 
in all four sections would be reached by the end of 
August, also for the cable placing, jointing, and 
loading for the whole of the work between Liverpool 
and Glasgow to be completed by the third week in 
October, in readiness for acceptance tests of the 
completed cable and “ lining up ” of the amplified 
circuits in accordance with a pre-determined pro¬ 
gramme. 

When the construction work in the field reached 
its peak load there were at least 1,300 men employed 
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between Liverpool and Glasgow and as a result of 
this exceptional method of dealing with an emergency, 
it is satisfactory to record that within approximately 
three months of the commencement of the work, the 
whole of the field operations were completed. It 
may be mentioned that of approximately 200 jointing 
chambers between Lancaster and Carlisle, many 
were constructed in the rocky or boggy ground over 
Shap Fell involving much difficult excavation work. 

The cables are being partly loaded in the first 
instance by means of either manhole or buried types 
of loading pots and the cable jointing has been 
arranged in such a manner as will meet both the 
immediate and the ultimate loading requirements of 
the cable. The sheet steel type of pot is being 
installed in the manholes and an example of the pot 
supplied by Messrs. Salford Electrical Instruments, 
Ltd. (G.E.C.) for the Pirelli cable section between 
Lancaster and Carlisle is illustrated in Fig. 3. In 



Fig. 3.—Siif.f.t Stff.l Type of Loading Pot. 

all the armoured cable sections a buried type of pot 
designed by Messrs. Standard Telephones & Cables 
has been installed and the general lay-out for imme¬ 
diate and deferred loading of the armoured cable is 
shown in Fig. 4. A view of the buried type of load¬ 
ing pot employed on the work is shown in Fig. 5, 
from which it will be observed that the case is of 
cast iron and the cable joint is housed within a cast 
iron protective cover. 








At the principal repeater stations the main cable is 
terminated on “Tablets, Trunk Test, 24 circuit.” 
These tablets, in conjunction with their 24 pr/20 lb. 
tail cables, afford a means of taking the paper-core 
cable direct to tbe test tablets. The incoming main 
cable is jointed to subsidiary cables at a main plug 
joint, and from each subsidiary cable a number of 
tail cables is taken. The “ music circuits ” are 
taken directly from the main plug joint by an in¬ 
dependent tail. In this tail the spare pairs are used 
as separators between the “ music ” pairs and are 
connected to the screens of the latter in the main 
cable. Fig. 6 shows a typical terminating arrange- 



Fig. 6.—Typical Caulk Termination. 



Fig. 5.—Buried Loading Pot in situ. 


















* 





ment and Fig. 7 illustrates the lay-out of the 
terminations at Beattock. 

There was exceptional activity on the part of the 
contractors during the week commencing 23rd June, 
1934, and it is noteworthy to record that on the day 
on which the work was due to start, drums of cable 
were on site along the route crossing the Scottish 
hills. A number of photographs of the work in the 
field will give some idea of its nature and the 
attendant difficulties. Fortunately the work was 
started at a favourable time of the year, when long 
days and short nights were the rule and good weather 
prevailed for most of the time, even in the Lake 
District. Notwithstanding these fortunate circum¬ 
stances authority was given in one section to carry 
out cable placing continuously during both day and 
night in order to adhere to the programme of opera¬ 
tions. 

The grid power line running parallel with the Lost 
Office overhead lines across Shap Fell is shown in 
Fig. 8. Figs. 9 and 10 are views of the underground 
work in progress some miles north of Beattock 
repeater station. Fig. 11 gives some indication of 
the rocky nature of the soil at Hamilton, in urban 
surroundings, in a section where self aligning ducts 
were laid, and Fig. 12 gives a fair idea of the general 
nature of the sub-soil excavated for the construction 
of manholes in open country. 



Fig. 8.—Shap Fell, showing Grid Line. 


An interesting view of the Post 
Office overhead line crossing Doug¬ 
las Moor is shown in Fig. 13. In 
this section of the route the wires 
were, some 3§ years ago, at the re¬ 
quest of the wayleave grantor, 
placed in a horizontal plane for a 
distance of approximately 54 miles in 
order to make the wires less trouble¬ 
some to game birds on the wing. It 
is an unusual experience to meet with 
such a line in this country for the first 
time, departing as it does from all 
recognized standards of overhead 
construction. 

Fig. 14 show s a trench excavating 
machine of the bucket type employed lor the first 
time bv Messrs. Standard Telephones and Cables 
on part of the route. Owing to the stony nature 
of the soil, however, the use of this machine was 
greatly restricted. An agricultural plough specially 
adapted for land drainage work was used on a section 
of the route. 1'his machine greatly facilitated trench¬ 
ing in grass margins and on roadside wastes, but 
supplementary digging by manual methods was 
necessary in order to excavate to the required depth. 
1’he trench opened up by the plough at times extended 
a mile ahead of the digging gang. 

It is of interest to record that both Messrs. 
Standard Telephones K: Cables and United Telephone 
Cables, Ltd. (Southern) conveyed the labour gangs 



Fig. 9.—Trench Excavation near Beattock. 
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In,. 10.- Cllll ING IN PROGRESS NEAR II MATTOCK. 



Kic. 11. — Illustrates Rocky Nature of Sou. at Hamilton. 



Fhi. 14 . —Trench Excavating Machine. 


Fig. 12.—Nature of Sub-soii. vr Manhole Excavations. 

to and from (he Scottish hilt country daily by motor 
coaches. Unless this course had been followed the 
companies could not have concentrated the required 
number of men for duty in these remote places. 


A difficult and onerous construction work of this 
character has only been brought to a satisfactory 
conclusion in record time by reason of the strenuous 
and sustained endeavours of labour gang's, cable 
jointers, engineers and testing staffs ; and by reason 
of the full measure of co-operation, goodwill, help¬ 
fulness, and willing service rendered bv Post Office 
and contractors’ officials and also by the representa¬ 
tives of the Highway Authorities. 



Fig. 13.—Overhead Line crossing Douglas Moor. 
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A Simple Moving-Coil Microphone 


d. McMillan, b .s c . 


Summary. 

HE work recorded in this article was originally 
undertaken in order to produce a microphone 
suitable for use with Conference Telephone 
Systems and Subscribers’ Loudspeaking Telephones. 
As the investigation proceeded, it became obvious 
that the method of design adopted was capable of 
producing an instrument of better performance than 
was necessary for these particular purposes. The 
instrument, as finally designed, has actually proved 
to be of considerable general utility. 

(1) Introduction. 

Investigations have recently been undertaken at the 
Post Office Research Station in order to perfect the 
design of a Loudspeaking Telephone of general 
application. It is intended that such a telephone will 
act as an adjunct to the normal subscriber’s tele¬ 
phone, enabling him—when he so desires—to carry 
on a conversation with a distant subscriber by means 
of a remote microphone and loudspeaker unit. As 
the design of the system progressed, it became 
obvious that a special microphone was required to 
meet the particular requirements of the Loudspeaking 
Telephone. 

The microphone to be used for this purpose must 
have a reasonably uniform frequency characteristic 
and must produce a minimum of “ background 
noise.” This latter requirement is extremely im¬ 
portant, since speech currents from the microphone 
are used to operate a “ voice switching ” circuit. 
The design of this voice switching circuit involves 
the use of a two-valve amplifier in the microphone 
circuit. The instrument must therefore be sufficiently 
sensitive to send to line a speech power equal to that 
sent from an average subscriber’s telephone when 
the microphone is used with a two-stage amplifier 
and spoken to in a normal voice from a distance of 
about two feet. Further, the arrangement of the 
apparatus used for Conference Telephone and Sub¬ 
scribers’ Loudspeaking Telephone systems involves 
the use of a long connecting lead between the micro¬ 
phone unit and the amplifiers. The microphone must 
therefore be of a type which will function satisfac¬ 
torily when so connected without involving the use of 
unduly large or fragile connecting wires. 

It appeared probable that the majority of the above 
requirements might be met by the use of an electro¬ 
magnetic instrument. Since the electro-magnetic 
instruments available on the market were either too 
costly for general use or unsuitable in performance, 
it was decided to design a simple moving coil micro¬ 
phone, using a permanent magnet to supply the 
necessary magnetic field in the air-gap. Such an 
instrument has the added advantage of needing no 
polarizing current. 
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(2) General Consideration of Moving Coil Micro¬ 
phones. 

Consider any microphone of the moving coil type 
having a constant value of magnetic flux in the air- 
gap. The e.m.f. generated in the moving conductor 
will then be proportional to the velocity of motion 
of the conductor in the air-gap. If the microphone 
is to have the same sensitivity at all frequencies, it is 
apparent that the velocity of motion of the coil 
caused by a sound of a given intensity must be 
independent of the pitch of the sound. It is necessary 
to investigate the exact nature of this requirement 
more closely :— 

Consider a point P situated in a sound field set up 
by a source of sound of adjustable pitch. Let the 
sound pressure at P be independent of the pitch of the 
sound. If a moving coil microphone with uniform 
sensitivity at all frequencies is placed at the point P, 
the velocity of the coil of the microphone will be 
independent of the pitch of the sound. This will be 
so, despite the fact that the sound pressure at P is 
now no longer independent of the pitch of the sound 
—the sound field having been distorted (by the 
presence of the microphone of finite dimensions) to 
an extent which will vary with frequency. 

Normally there will be mechanical resonance of the 
suspension system of the moving coil, and the 
velocity of the conductor will not be independent of 
frequency for a constant applied alternating force. 
It will become smaller as the frequency is either 
increased or decreased from the resonance frequency. 

There are two general methods of overcoming 
this difficulty in common use. 

(1) The Mechanical Impedance of the moving 

system is made to be approximately constant 
over the required frequency range. This is 
usually attained by either, 

(a) Reducing the mass of the moving parts 
to a minimum and swamping the variations of 
impedance by adding a relatively large, con¬ 
stant resistance (“ damping ” the system) or 
( b ), Coupling suitable resonators to the mov¬ 
ing system so that the impedance of the com¬ 
bined system is less dependent on frequency. 

It should be noted that it is still necessary to 
arrange that a sound of a given intensity results in an 
effective force upon the moving system which is 
independent of the pitch of the sound [i.e., the extent 
to which the microphone of finite dimensions distorts 
the sound field must be considered). 

(2) The variations in sensitivity of the microphone, 

whatever their cause, are compensated by 
suitable variations in the gain of the amplifier 
used with the instrument. 

Both these methods have been successfully 
employed in various designs of microphone. Method 




(la) is not used to any great extent since it results 
in a comparatively insensitive instrument. 

Wente and Thuras 1 have used method (lb) with 
considerable success. Their design, however, in¬ 
volves skilled assembly of small parts and the main¬ 
tenance of small clearances to a high degree of 
accuracy. The instrument is therefore somewhat 
expensive to manufacture. 

The Electric and Musical Industries Co. have pro¬ 
duced an instrument by application of method (2). 
It is understood that the instrument is constructed so 
that the suspension resonance occurs at about 500 
cycles per second (c.p.s.). The resonance is fairly 
well damped and the overall frequency characteristic 
of the microphone alone shows a slow rise of 
sensitivity to this frequency and a slow drop above it. 
This is compensated by a suitable electrical equalizing 
circuit in the microphone amplifier. The damping of 
individual microphones is adjustable electrically to 
suit a fixed amplifier characteristic. Again, careful 
assembly is necessary and the amplifier used with this 
type of microphone is not immediately applicable to 
other purposes. The instrument is relatively expen¬ 
sive. 

A third method has been employed in the design of 
the microphone to be described. 

The suspension resonance of the moving system is 
adjusted to occur at a frequency which is below the 
useful range. The moving system is then “ inertia 
controlled ” and the velocity of the coil for a given 
applied alternating force is inversely proportional to 
the frequency of the applied force. 2 It is therefore 
necessary to arrange that the effective force applied 
to the moving system progressively increases as the 
pitch of the sound to which the microphone is exposed 
is increased. There will be a tendency for this to 
happen in any case due to the obstruction of the 
sound field by the microphone, but this effect is 
limited to a ratio of 2 :1, as between high frequencies 
and low - frequencies. 3 This is not sufficient and 
some further compensation must be arranged. It is 
provided in the design under consideration, by a suit¬ 
able arrangement for access of sound to the back as 
well as to the front of the system. Thus, at low 
frequencies to which, by virtue of inertia control, the 
mechanical system is comparatively sensitive, the 
operating force is comparatively weak since it is due 
to opposing sound pressures which are nearly equal 
in magnitude and phase. As the frequency is raised 
and the mechanical system becomes less sensitive, 
the operating force becomes stronger because of the 
increasing difference in phase and magnitude of the 
opposing forces. 

This method of design involves a straightforward 
and simple construction procedure. The suspension 
must be so designed that the resonance frequency is 
below, say, 60 c.p.s. A slight variation of the actual 
frequency for individual specimens is unimportant. 


1 Journal of Acoustic Soc. Amer. Vol. 3, page 44. 

2 W. West. Acoustical Engineering, page 25. 

3 Rayleigh, Theory of Sound, Vol. 2, Chapter 17; also S. 

Ballantine, Phys. Rev., Vol. 32, page 998 (1928). 


This means that the construction can easily be 
adapted for mass production and a cheap item pro¬ 
duced. 

(3) Theoretical Consideration of the Method of 
Equalising the Frequency Response of the 
Inertia-Controlled Microphone. 

Sound is allowed access to the back as well as to 
the front of the moving system. The phase and 
amplitude of the sound pressures existing at the back 
of the system are controlled by adjustment of the 
shape and size of the microphone. It is therefore 
necessary to determine the obstructing effect of the 
instrument upon the sound field in which it is 
situated. This may most easily be done by consider¬ 
ing the microphone as a sphere and modifying the 
results of the analysis to suit the particular shape 
involved. 

Consider a rigid sphere, of radius r cms., situated 
in the vicinity of a source of sound. Then the 
intensity of sound will be different at various points 
on the surface of the sphere due to the presence of 
the sphere as an obstruction in the sound field. 
Rayleigh has calculated the magnitude of this 
obstructing effect 4 and the following results are 
extracted from his analysis. 

Let the source of sound be situated at a point A 
and let the centre of the sphere be situated at 0. 

Then, a line drawn from A through 0 will pass 
through the surface of the sphere at two points B 
and B' where B' is on the side of 0 remote from A. 

Consider any point P on the surface of the sphere 
and let the intensity of sound at this point be I. 

Then, if cos POB = /x; Rayleigh shows that the 
following relations hold (to an approximation which 
is close for values of kr < ^). 

When fi = + 1, 

I = L + 5 k 2 r 2 + .77755 fe 4 r 4 + .... 

4 144 

When fi = — 1, 

I = L + - 5 - feV + .02755 fe 4 r 4 + ... 
4 144 

When fi = 0, 

I = _L _ L feV + .19534 fe 4 r 4 + . 

4 9 

where k = 2 tt wave-length of the sound. 

It will be seen that kr may be defined as the ratio 
of the circumference of the sphere to the wave-length 
of the sound. 

When kr is zero, the value of I becomes 0.25. This 
figure therefore represents, on the same scale, the 
intensity due to an unobstructed source of equal 
strength. 

The directions fi = + 1, fi = — 1 and fi = 0 
represent directions which may be defined by looking 
from the centre of the sphere in the direction of the 
source of sound, in the opposite direction and 
laterally, respectively. 


4 Rayleigh, Theory of Sound, Vol. 2. 
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The difference in intensity at points B and B' 
(/jl = + 1 and ft = — 1) may be expressed :— 




= £ fc 4 r 4 


The phase at any point is given by 


tan 6 = fee ^ — 1 + ~ n j 

for a small sphere and for values of fee < 

Strutt 5 has shown that these results, obtained from 
the consideration of a rigid sphere, are also applicable 
to a circular plate—the axis of which is parallel to the 
direction of the incident sound—if the diameter of the 
plate is equal to ir x r (r = radius of sphere). 

The resultant force per unit area at the centres of 
plates of different diameters has been calculated from 
the above formulae. The intensities in directions 
/j. = + 1 and ft = — 1 were first found, together 
with the difference in phase in these two directions. 
The intensity figures were taken as proportional to 
the square of a figure representing the sound pressure 
on some arbitrary scale and the resultant force per 
unit area found from a consideration of these pressure 
figures and the known phase difference between the 
pressure on the front and the pressure on the back 
of the plate. 

The resultant force per unit area is plotted against 
frequency for three sizes of plate in Fig. 1. 

It will be seen that for these sizes, the force is 
approximately proportional to frequency up to a 
frequency of about 1,000 c.p.s. Thus, if the micro¬ 
phone is designed to consist of a flat circular 
diaphragm suspended (by a membrane) in the centre 


s Phil. Mag., Vol. 7, 1929. 


of a flat circular plate of suitable diameter, the force 
on the diaphragm will be nearly proportional to fre¬ 
quency for low values of frequency. Then, with 
“ inertia ” control of the motion of the diaphragm, 
the velocity of the diaphragm for a given sound 
pressure will be almost independent of frequency. 

(4) Practical Test of Method of Equalization. 

A simple moving coil instrument was constructed 
consisting of a paper cone 6 cms. external diameter 
and carrying a coil of about 2 cms. diameter. The 
angle of the cone was approximately 120 degrees. 
This coil and cone combination was suspended so 
that the coil was free to move in a magnetic field 
derived from a small permanent magnet. The sus¬ 
pension was effected by means of a “ surround ” of 
thin leather attached to the outer edge of the cone 
and a centring “ spider ” of thin paper fixed inside 
the coil. Tests of the frequency characteristic of 
this simple microphone were made with various sizes 
of circular baffles. Fig. 2 shows one such curve for 



0 200 400 600 600 /OOO 1200 1400 


Frequency - Cyc/esper second 

Fig. 2 .— Ferquency Characteristics »f Microphone 
Mounted in Baffle —11 c.m.s. diameter. 



Upper curve, r = 4.0 cms. ; Centre curve, r — 2.5 cms. ; Lower curve, r = 1.5 cms. 
Fig. 1.—Resultant Force/Frequency for Three Sizes of Plate. 


a baffle of about 11 cms. 
diameter. It is seen that 
the sensitivity of the 
arrangement is greatest at 
low frequencies and pro¬ 
gressively drops as the fre¬ 
quency is increased. The 
irregularities in the neigh¬ 
bourhood of 600 c.p.s. and 
800 c.p.s. are probably due 
to irregular performance of 
the paper cone at its edge— 
where attached to the 
leather surround. The size 
of the baffle was reduced, 
by stages, until the curve of 
Fig. 3 was obtained. To 
reach this condition it was 
necessary to cut away all 
the baffle and leather “ sur¬ 
round ” and use the paper 
cone alone. This latter was 
suspended at its edge by 
three narrow strips of thin 
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Fig. 3.—Frequency Characteristic *f Microphone with Cone 

ONLY—6 CMS. DIAMETER. 


paper. (Fig. 4 shows the final arrangement). 
It will be observed, from Fig. 3, that the 
irregularities at 600 c.p.s. and 800 c.p.s. have dis¬ 
appeared and that the sensitivity of the microphone 



Fig. 4. —Final Arrangement of Cone Supports. 


is substantially constant between 200 c.p.s. and 1600 
c.p.s. (It should be stated that the curves of Figs. 2 
and 3 have been somewhat smoothed in drawing— 
minor irregularities having been omitted. The 
method of test employed for tracing the character¬ 
istics did not permit of an accurate determination of 
small dips and peaks in the curves). The leakage of 
sound from the front to the back of the diaphragm 
has compensated for the frequency characteristic of 
the inertia-controlled cone and coil suspension. The 
resonance of the suspension system of the experi¬ 
mental model occurred at about 80 c.p.s. and was 


largely controlled by the paper 
centring spider. Later models, to 
be described, have a lower fre¬ 
quency of resonance. 

The above discussion has been 
limited to a consideration of fre¬ 
quencies below about 1,500 c.p.s. 
At higher frequencies, the diaph¬ 
ragm and suspension can no 
longer be considered as a simple 
system. A substantially uniform 
response up to considerably 
higher frequencies can, however, 
be fairly easily arranged by a 
suitable choice of angle of cone 
and material from which the cone 
is constructed. (Further reference 
to this point will be made in a 
later section of this article). 

(5) The Use of a Small Moving Coil Unit for the 
Dual Purpose of Microphone and Loudspeaker. 

It has already been stated that the design of a 
simple moving coil microphone was undertaken with 
a view to producing a simple instrument for use with 
Subscribers’ Loudspeaking Telephones. Such a 
Loudspeaking Telephone will also require a small 
loudspeaker. It is well known that an inertia- 
controlled piston, so mounted that access of sound 
from front to back is prevented, will radiate an 
amount of sound (for a given applied force) which is 
independent of frequency. 8 

Since the design of the microphone involves an 
inertia-controlled cone, it was thought that the same 
instrument might be employed for the dual purpose 
of microphone and loudspeaker. Such a small cone, 
with no “ surround,” as was used for the experi¬ 
ments recorded in the previous section (see Fig. 4) 
is unlikely to function efficiently as a radiator at low 
frequencies. The thin leather surround was there¬ 
fore replaced and the instrument tested as a loud¬ 
speaker. Fig. 5 shows the low frequency end of the 
frequency characteristic obtained when the instru¬ 
ment was used with an effective baffle comprised by 
a complete box, the back of which was filled with 
Gamgee Tissue. It will be seen that the output is 
substantially constant from 200 c.p.s. to above 1,500 
c.p.s. That this is so is taken as a justification for 
the assumption that the movement of such an instru¬ 
ment may be considered to be inertia controlled up to 
this frequency. The peak at about 50 c.p.s. is due 
to the suspension resonance and the dip at 100 c.p.s. 
is probably due to some absorbing effect of the 
wooden casing. In any case, the Loudspeaking 
Telephone will be used mainly for the reproduction 
of telephonic speech for which purpose circuit limita¬ 
tions render unnecessary a uniform response below 
200 c.p.s. 

In view of this result it was decided not to carry 
the equalization of the microphone to its logical limit 
by the removal of the leather surround, but to permit 


6 VV. West. Acoustical Engineering (pages 61 and 67). 
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Frequency - Cyc/es per second 

Fig. 5.—Sound Measured on Axis of Coil at 3 feet from Loudspeaker. 


shape of the conical diaphragm 
and the material from which it is 
constructed are the main control¬ 
ling features in this respect. The 
effect of the instrument in ob¬ 
structing the sound field must 
also be taken into account. There 
will be a tendency for the force 
actuating the diaphragm to in¬ 
crease at the higher frequencies 
for a given sound intensity, but 
the range of increase is now 
strictly limited. Finally, a cone 
with an angle of 105°, con¬ 
structed from a soft porous paper, 
was used. The thickness of the 


the sensitivity of the microphone to rise somewhat paper is about 0.01 inch. The “ surround ” of thin 

at the low frequencies. This rise may be almost leather (termed “ white split kipp ”) is arranged to be 

completely eliminated by a suitable design of trans- quite slack. The coil is maintained in the centre of the 

former for use with the instrument. It is then gap by means of a paper “spider” constructed of 

possible to specify the same simple moving-coil paper 0.005 inch thick. Soft paper was chosen for 

instrument for use as both microphone and loud- the construction of the cone, because it appeared to 

speaker. exhibit higher modes of vibration than other 

This procedure, involving the use of a special materials tried (aluminium and hard paper) and 
transformer with the microphone, does not constitute allowed the useful frequency range of the microphone 

a serious limitation for most purposes. However, to be extended to higher frequencies. Details of the 

should occasion arise where it is necessary to use a construction are shown in Fig. 7. 

transformer with a uniform frequency characteristic 
to follow the microphone, there is no difficulty 
involved in modifying the design of the microphone 
to this end. This has already been demonstrated in 
the previous section. 

(6) Final Choice of Design and Performance oj 
Completed Instruments. 

Fig. 6 shows the appearance of the instrument as 
finally designed. The frequency characteristic ob¬ 
tained from such a microphone up to a frequency of 
about 1,500 c.p.s. has already been discussed. The 
extension of the uniform characteristic to higher fre¬ 
quencies is mainly a matter of trial and error. The 


1_ x SECTION X X 

Fig. 7. —Loudspeaker Unit. 


The number of turns and gauge of wire on the coil 
were determined by the following considerations :— 

(1) The maximum amount of copper to be used 
having due regard to the maintenance of 
suitable clearances. 

(2) The resistance of the coil to be suitable for use 
with long connecting leads. 

(3) The self-inductance of the coil to be low. 

(4) The fixing of individual turns to be rigid. 

It was assumed, in framing these considerations, 

that the same overall sensitivity of microphone and 
transformer combination could be obtained for all 
possible arrangements of a given mass of copper on 
the coil. Practical difficulties of transformer design 
will obtrude if the coil resistance is made excessively 
Fig. 6. —Moving-coil Microphone. low or high. 
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The final choice was a coil consisting of three 
layers each of 70 turns of 46 gauge wire. The 
resistance of such a coil is about 200 ohms so that 
the effect of lead resistance is not likely to be 
important. 

The small brass “ baffle ” provided forms a con¬ 
venient means of mounting the instrument when 
used either as a microphone or as a loudspeaker. 
For the former use, the instrument should be 
mounted to allow free access of sound from the front 
to the back of the diaphragm. In fact, any casing 
used must be in the form of a protecting grille which 
offers negligible obstruction to the passage of sound 
waves. 


When used as a loudspeaker, the unit should be 
mounted against a baffle or inside some suitable box. 

A transformer has been designed for use with a 
microphone of the type described above. The turns 
ratio of the transformer is 1 : 50 so that the secondary 
should be loaded with 500,000 ohms in order that a 
200 ohms load shall be provided for the microphone. 
The inductance of the primary winding of this trans¬ 
former is arranged to be low enough to cause a drop 


in efficiency at the low frequencies and so compensate 
for the rise in sensitivity of the microphone. Details 
of this transformer are as follows :— 

Primary winding—100 turns. 

Secondary winding—5,000 turns. 

Each winding is split into two exactly equal 
sections which are wound on two bobbins (one 
primary and one secondary section on each bobbin). 
These two bobbins are arranged on opposite arms of 
a rectangular core of Mumetal (-J* x cross 
section). This construction renders the transformer 
almost completely astatic and greatly reduces “ pick¬ 
up ” from stray magnetic fields. 

Fig. 8 shows frequency characteristics of the com¬ 
bination of microphone and trans¬ 
former. It will be seen that the 
experimental model made in the 
laboratory has a better characteristic 
at the very low frequencies than the 
manufacturer’s specimen. The latter 
instrument is more sensitive how¬ 
ever. It is of interest to observe 
that the manufacturer’s sample re¬ 
ferred to was one of a consignment 
of 26 and that each microphone of 
this delivery exhibited almost exactly 
the same frequency characteristic. 
Variations between individual speci¬ 
mens at any particular frequency 
were less than one decibel. 

In view of this close similarity it 
was decided to test only the fre¬ 
quency of suspension resonance (to 
be less than 60 c.p.s.) and the overall 
sensitivity of the instruments by 
means of a Telephone instrument 
Tester when accepting future deliveries. 

Fig. 9 gives frequency characteristics obtained 
when the instrument is used as a loudspeaker. The 
sensitivity will rise at frequencies below 100 c.p.s. 
until the suspension resonance is reached. This will 
occur at about 50-60 c.p.s. It will be seen that the 
peak at 5,000 c.p.s. is sharply directional along the 
axis of the coil. 

These curves, in spite of their irregu¬ 
larities, compare quite favourably with 
those obtained by similar test methods 
for many larger and more expensive 
instruments. Three of the small units 
have been mounted in a baffle in the 
form of a regular tetrahedron. The 
baffling was not complete in this case 
and some loss of low frequencies was 
observed. However, when this loud¬ 
speaker was used in conjunction with a 
fourth unit operating as a microphone 
it was found to give extremely natural 
reproduction of speech. 

For the particular usage with a Sub¬ 
scriber’s Loudspeaking Telephone two 
units are suitably mounted in a small 
desk stand. One unit functions as the 
microphone and the other as the loud¬ 
speaker. 



Cyc/es per second 

Curve 1 :—Sound Pressure at 4 feet from Instrument on Axis of Coil. 
Curve 2:— ,, ,, ,, ,, ,, ,, at 45° to Axis. 

Fig. 9. —Frequency Characteristics of Instrument used as 
Loudspeaker. 
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Cyc/es per second 

Curve I :—Plane Wave of Sound approaching Microphone along Axis to Coil 
(Experimental Model). 

Curve 2 :—Plane Wave of Sound approaching Microphone at 45° to Axis of 
Coil. 

Curve 3:—As Curve 1, but Manufacturer’s Sample. 

Fig. 8.—Frequency Characteristics #f Combination of Microphone 
and Transformer. 
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A. S. CARR, M.A., M.I.E.E., and 
R. HUMPHREYS 


Ashton-in-Makerfield Telephone 
Exchange 


T HE new exchange at Ashton-in-Makerfield is 
the first satelite to be connected to Wigan. It 
was opened on Saturday, the 1st September, 
1934, and embodies so many new features in the 
design and method of automatic telephone switching 
that an attempt has been made in the following notes 
to show some of the important developments which 
have been put into practice in its construction. 

Buildings erected in the township of Ashton-in- 
Makerfield are liable to be adversely affected by sub¬ 
sidence due to the labyrinth of excavated coal seams 
which abound below this part of Lancashire : a fissure 
on the site was actually noticeable and it was decided 
to alter the lay-out of apparatus and put up two small 
buildings joining them by means of a wooden 
corridor. This expedient distributed the weight 
fairly uniformly. One portion houses the apparatus 
and the other the power plant, and in the corridor are 
reasonable bights in the cables to allow of a fair 
settlement without disconnexion. 

The equipment was installed by the Automatic 
Electric Company and is known as Type No. 32A. 
It incorporates the standard British Post Office line 
finder system, suitable for working in conjunction 
with the common control apparatus which is installed 
at Wigan. The equipped capacity is 260 lines with a 
300 multiple, the ultimate capacity being 500 lines. 
Fig. 1 shows the trunking diagram and it will be 



noted that discrimination can be effected to route the 
call to (a) the main exchange, ( b ) manual board 
(“ 0 ” Level) and (c) the numbers in the local area. 
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If necessary, by a simple addition, discrimination can 
also be given to other satellite exchanges. 

Unlike the standard method where discriminating 
selector repeaters are used, the apparatus installed at 
the Ashton-in-Makerfield exchange has the special 
feature whereby it is released immediately the dis¬ 
criminating digit has been dialled, with the result that 
only a small amount of this type of equipment is 
required. The discriminating feature employs the 
following apparatus :—2 start relay-sets, 2 allotters, 
4 discriminating relay-sets, 4 uni-selectors, 4 primary 
hunters, 4 junction hunters (A), 4 junction hunters 
(B); and whichever part of it is in use is released 
immediately the discrimination has been effected. 
The amount of apparatus provided is, of course, a 
minimum and many more lines could be satisfactorily 
handled without additional equipment. A 30-second 
delay pulse releases the discriminator and connects 
the subscriber to N.U. tone if he fails to dial the 1st 
digit within that period. 

The subscriber’s loop causes the line finder equip¬ 
ment to test for a free discriminating relay-set. 
Normally the allotter preselects an idle D.R.S., but 
if this preselection has not taken place, conditions 
are set up which cause the allotter magnet to be 
energized with the result that the wipers are rotated 
to find an idle D.R.S. When one has been found, 
the primary hunter drive magnet is brought into 
operation causing its wiper to hunt to find a marked 
contact set up by the line finder equipment. Simul¬ 
taneously the driver magnet of the junction hunter (A) 
is energized to test for and seize an idle main ex¬ 
change relay set unless the wipers are already stand¬ 
ing on a free one. The subscriber’s loop is then 
extended via this primary finder and the primary 
hunter wipers to operate the A relay in the main 
exchange relay-set. Dial tone is also connected over 
the negative line to the calling subscriber. 

On receipt of the first train of impulses, the dis¬ 
criminator steps : the impulses are also repeated via 
the junction to step the selector at the main exchange. 

If the main exchange has been dialled, the con¬ 
ditions given by the discriminator to the main ex¬ 
change relay-set will cause the associated group 
finder to hunt for a marked contact in the group finder 
bank. The circuit is so arranged that only one 
common relay in the groups of discriminators can be 
operated at once. Hence only one group finder hunts 
at a time. On the group finder being seized, the 
main exchange relay-set is extended to the calling 
line and the remaining trains of impulses are repeated 
to the main exchange. 

When the relay-set has switched through to the 
calling line, a release condition is returned to the 
discriminator, which, upon restoring to normal, is 
free to be preselected in readiness for the next call. 



Local calls and provision of busy and N.U. tones are 
dealt with similarly with the exception that junction 
hunter (L?) is used for these routings. It is interest¬ 
ing to note that the banks of these junction hunters 
may he divided and associated with various relay- 
sets, thus increasing the possible selection. 

Multi-metering is also incorporated in this system. 
The main exchange relay-set can cater for local and 
three unit fee areas, metering being affected by a 
meter pulse relay-set, as in Fig. 2. It is unnecessary 



Fig. 2.—Multi-meterixg. 


to have separate groups of line finders for coin boxes 
as distinct from ordinary lines : the former are con¬ 
nected to battery and the latter to earth ; the con¬ 
nexions for these are made by means of straps 
soldered in a special connecting strip attached to the 
meter rack. 

The exchange is fitted throughout with single-sided 
racks to which all multiple banks are rigidly fixed. 
This unique feature has made possible the use of two- 
motion switches of the jack-in type. These may 
readily be removed from service and restored without 
the aid of a bank spanner. The necessity for the 
usual wiper adjustments is thereby reduced to a 
minimum. The switches themselves differ from the 
usual design, being much smaller than the standard 



type. '1'his enables a re-allocation of the space at the 
side and back of the switch. The magnet coils have 
been reduced to two and each has only a single coil. 
The magnets are self-protecting; require less current 
than the standard types; and are more robust. 

The wiper carriage of the selector slides and rotates 
on a fixed shaft supported at both ends : the 
mechanism is independent of the bank capacity 
which, if necessary, could be extended in multiples 
of 100 to 800. This also allows fourth -wire metering 
in line finders and simplifies the connexion of P.B.X. 
final selectors. 

One of the most interesting features of the system 
is the absence of a “ Z ” or release magnet. On 
the release of the holding relays, a circuit is com¬ 
pleted to re-energize the rotary magnet, which causes 
the wipers to step clockwise to the 12th step, i.e., out 
of the bank on the right, down, and back to their 
normal position under the tension of the carriage 
restoring spring, see Fig. 9. 

The start set of the primary line finders now makes 
use of thermionic valves. All directly connected 
primary line finders in the same group are connected 
to the grid of valve “A ” and all indirectly connected 
primary line finders in the same group are connected 
to the grid of valve “ B.” So long as any one of the 
directly connected switches is disengaged, a battery 



Fig. 4.—Line Finder Rack. 
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Kig. 5.—Line Kinder, Final, and (Jkoul Selectors, 


potential will be present on the grid of the valve, 
which will prevent the operation of relay RFB, blit 
as tbe directly connected primary line finders become 


engaged the relay operates and 
relay RFZ is shunted down. 
When relay RFZ releases, the 
filament circuit of valve “ B ” 
is completed and the valve is 
brought into service to test the in¬ 
directly connected finders. When 
all indirectly connected primary 
line finders are engaged, there is 
an absence of battery on the grid 
of valve B, and relay OFB oper¬ 
ates : the start lead is then con¬ 
nected to the overflow meter on 
which further calls from the group 
will be recorded, see Fig. 3. In 
this particular case, all primary 
line finders are indirectly con¬ 
nected. 

Fig. 4 gives a close-up view of 
the line finder rack. It shows the 
banks of subscribers’ lines (C), 
primary L.F. allotters (B) and the 
start anil control sets of the line 
finders : the valve in the •.F.B. 
(overflow) circuit can be seen and 
also the 3,000-type relays with their white buffer 
blocks. The keys for routining line finders on various 
levels on the right and the new type of vertical dog 
in the form of an eccentric disc is par¬ 
ticularly clear below the HB relays. 

Fig. 5 illustrates the line finders, 
final, anil group selectors. The two 2- 
pin markers lit into two levels of jacks, 
enabling the switch to be busied or held 
on vertical or rotary without release 
when withdrawn. 

Developments have also been ex¬ 
tended to the interrupter springs of the 
primary line finders and selectors. The 
magnets of these switches are ener¬ 
gized through " toggle ” springs, the 
movement of which is controlled in both 
vertical and rotary steps by forw ard and 
backward limit stops on the armature 
in their operation and release. The 
moving “ toggle ” spring is designed 
so that it continues its travel after 
passing through its own centre line and 
the stops which are placed equidistant 
from the centre line allow definite 
operation and reliable contact pressure. 
The required tension is provided by 
means of a trigger spring. 

Fig. 6 shows the final selector rack 
and general lay-out of the apparatus. 
The tloor covering, used for the first 
time in an automatic exchange, is of 
green marble coloured rubber and tones 
well with the light green paintwork. 

Further interesting features w'orthy 
of mention are the permanent loop 
alarm to the main exchange and the 
N.U. tone to spare lines. When all B. 
and N.U. tone relay sets are engaged 
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Fig. 6.—Final Selector Racks. 





















Fig. 7.—Group and Final Selector Racks. 


the discriminator will route all P.G’s to the local group 
selectors, a suitable alarm being given to the main 
exchange when the number reaches a certain value. 
An ordinary ammeter is used for the purpose; the 
alarm is set by a pointer which moves over the scale 
in much the same way as that used for high and low 
volts. This “ P.G.” meter can be seen in Fig. 6 
mounted near the fuse alarms and meters. 

The usual jumpering scheme for spare lines on 


I Makhcstcq 



Fig. 8.—Trunk Offering and Trunk Train Faciutv. 


the M.D.F. has been discontinued. A 
new type of connexion strip is mounted 
on the final selector rack upon which 
the multiple banks terminate. Strips 
are provided with an additional row of 
tags common to the N.U. tone supply 
and by means of short straps the tone 
is connected to the negative lines of all 
spares on the final selector multiple 
banks. 

These connexion strips can be seen 
on the extreme right of Fig. 7 which 
also shows the backs of the group 
selectors including four with trunk 
train facilities on the bottom left. 

The parallel access of Manchester 
and Wigan into Ashton-in-Makerfield, 
see Fig. 8, is as follows :— 

Both have access to 1st selectors at 
Wigan which are teed : these in turn 
route the calls through relay-sets to 
Ashton. 

Wigan, in addition, has direct access 
to the relay-set from another and 
similar set of jacks to which the last 
three digits only are dialled. 

The group selector (Fig. 9) handles 
the incoming trunk call in the follow¬ 
ing manner :—On being seized, relays 
A and OC operate; A operates B which 
completes a circuit for C to battery and 
for TO through contacts of OC to the 
rotary magnet. When C operates it 
prepares a circuit for relay CN. Re¬ 
lay AO in operating locks itself from 
earth via B operated. 

Vertical Motion : Before the receipt 
of the first train, the earth on the positive is replaced 
by a loop and OC releases with windings in opposi¬ 
tion. 

Relay A responds to interruptions of the line loop 
and V steps in the usual way, i.e., with C slug 
operated over the 3-ohm winding in series with the 
V.M. pulses. 

Relay B holds due to its own slug and the wipers 
are raised to the level dialled. 

Rotary Motion : After C’s delay period, it releases 
and sets up the circuit from the rotary magnet to 
earth at LK2 : the testing circuit to the P-wiper is 
also made via relay LK in series through the 80fl 
N.I. spool and relay H in parallel to earth. The 
rotary operation takes place as usual depending on 
the condition of the outlet—disengaged or engaged. 

If free, a 300f2 battery will be present on the P 
bank contact; thus the fast operating testing relay, 
LK, functions and stops further rotary movements. 

If engaged there is no circuit for LK and the wipers 
step forward. 

Switching to free outlet : Relay LK in operating : 

(a) Breaks the rotary drive. 

(b) Short circuits the 150Q winding and puts a 

12fl busy on the private. 

(c) Allows relay H to operate which locks to 

battery at R. 
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Relay H puts the lines through to the wipers and 
provides for (a) the operation of C, ( b ) this operates 
F and (c) the holding of B against the release of 
relay A. 

Relay C, in operating, breaks LK’s testing circuit 
and prepares circuit for CN and SD. 

Relay F prepares busy flash and tone, also circuits 
for busy hold and D. Further digits now pass ahead 
and the positive and negative lines are switched clean 
into the final selector. The group selector is held by 
its LK holding to the 300f2 battery on the P-wire. 
Relay B is held by H which is locked and now 
dependent on LK’s release. 

Required subscriber free : Relay H in the final 
selector operates and puts battery back on SW via 
contacts of H2 or TO to SD and earth. SD operates, 
completes a locking circuit clear of H, and TO puts 
earth on P and prepares a circuit for CN and release 
circuit of F. 

Relay LK releases, and releases H which transfers 
the lines from the final selector to the selector A relay. 
Relay CN operates for ringing and ring return cir¬ 
cuits : so also does A to hold relay B. 

The holding of the train is now controlled by A. 
Relay SD is held to the final selector H relay. 

Ringing of required subscriber : This is controlled 
by the operator’s ring key and OC operates due to 
unbalance. The return of F, due to short circuit of 
the 400Q winding, connects ringing to the negative 
wiper and ring tone to the calling side. 

Subscriber’s Answer : Relay F operates, locks and 
connects the called subscriber’s loop to relay D which 
operates to reverse the battery to the calling side to 
give supervision. 

Release is controlled by the operator who releasing 
A, B, TO, CN, F and C, causes an earth to short 
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circuit SD. The rotary circuit is then again com¬ 
pleted and the switch released. 

Required subscriber engaged : The final selector 
puts earth on the P lead which allows LK to release. 
Relay LK and H function as before and the final 
selector provides a condition which allows relay H 
to operate. The position now reached is that of busy 
flash and tone are connected to the calling side and 
busy hold to the B relay. This holds the final selec¬ 
tor H relay and the lines of the required subscriber 
are connected through to the group selector, but are 
disconnected at this point. 

Busy flash and tone indicate that the subscriber is 
engaged and the trunk call is offered. (Toneless 
flash is given if the outlets are engaged). This is 
effected by the unbalancing of the incoming line 
which allows OC to operate. Thus from earth B, 
OC, TO operated, SD normal, winding of CN, C op, 
N op, R int, R magnet to battery, relay CN operates 
and connects lines to condensers, allowing a speech 
path between operator and required subscriber. 

Relay D arranges for supervision to the operator 
and SD’s circuit is prepared. Busy flash and tone 
are removed. Immediately earth is taken off the 
required subscriber’s call off relay (normally con¬ 
trolled by calling subscriber) the circuit for SD is 
effective and SD operates. Relay D is then con¬ 
nected to the negative and positive wipers and 
through to the required subscriber. Relay D re¬ 
leases if the subscriber has cleared and gives a clear 
to the operator. The operator then uses the ring 
key and again operates OC. Re-ring facilities are 
provided. 

In conclusion, the authors wish to express their 
thanks to the Automatic Electric Company, Mr. 
Phillips and Mr. Fazackerley. 


England—Australia Air Race, 
October 20th, 1934 


W. M. OSBORN, a.m.i.f.e. 


D URING the latter half of October, the England- 
Australia Air Race in connexion with the 
Melbourne Centenary occupied no little space 
in the Press, so that some account of the Post Office 
special arrangements in this connexion may be of 
interest. 

Preliminary intimation was received during the first 
week in September, 1934, that the Royal Aero Club 
had arranged with the Air Ministry for the race to 
start from Beck Row Aerodrome, near Mildenhall, 
in the Cambridge Engineering Section. Attempts 
were immediately made to ascertain what Post Office 
services would be required, and after various con¬ 
ferences between the Air Ministry, Royal Aero Club, 
and the Post Office, it was finally decided on Septem¬ 
ber 15th to establish a temporary Post Office with 
full Postal, Telegraph, and Telephone facilities, in¬ 
cluding 12 trunk circuits, two local post-payment Call 
Offices, and four Teleprinter circuits; a room approxi¬ 
mately 75 ft. x 25 ft. being loaned by the Air 
Ministry for this purpose. As the office was due to 
open at 8.0 a.m. on the 13th October, this left barely 
four weeks for the requirements to be met. 

Figs. 1 and 2 show, respectively, the building set 
apart for the Department’s use and the interior with 
the Post Office plant installed. 


Exchange at Mildenhall (3J miles), and the other 
(19pr/20) to the main London-Norwich overhead 
trunk route at Barton Mills (4| miles). The cables 
were run on any convenient supports such as tree- 
trunks and poles, and also in ditches and alongside 
hedges wherever possible. At road crossings the 
cables were suspended by means of galvanized iron 
wire and thick twine, whilst at gate crossings the 
cables were buried approximately 2 ft. in depth. 

The whole of the trunk circuits were terminated 

10 + 50 T _ r , , , , , 

on a P.B.X. switchboard—with the excep- 
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tion of the two post-payment Call Offices, which were 
connected direct to the local Exchange. Eight 
standard telephone cabinets, fitted with the latest 
pattern microtelephones and extra watch receivers, 
were provided for trunk calls and connected to the 
switchboard as extensions—the extra receivers being 
provided to eliminate noise, due to aeroplanes tuning 
up, etc., as much as possible. All the cabinets were 
arranged in suites in the public section of the office, 
in such a position that they could be viewed from the 
switchboard which was placed at the end of the 
counter. 

The four Teleprinters and one reserve machine 
were arranged on a table in the centre of the room 
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Fig. 1 . — The Temporary Post Office. 


Fig. 2.—Interior of Post Office. 


From the initial requirements it was apparent that 
the local plant available would be entirely inadequate 
to meet traffic demands, both from a telegraphic and 
telephonic point of view. Two temporary l.R.V. 
aerial interruption cables were therefore erected from 
the Aerodrome—one (8pr/20) to the local Telephone 


at the rear of the counter to reduce to a minimum the 
time of transmission after messages had been handed 
in. The power for these machines was obtained by 
means of dry core rectifiers from the Aerodrome 
supply of 230 volts A.C. 50 cycles—a portable reserve 
battery being installed in case of breakdown. The 
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lighting of the office, which was provided on a liberal 
scale, was also obtained from the Aerodrome supply. 

During the installation of the office, applications 
were received for four private Press wires from the 
Aerodrome to London offices. These were provided 
in standard cabinets in a Press tent adjacent to 
the public office, and fitted with long distance micro¬ 
telephones, extra receivers, and generators. Shortly 
after opening up on the 13th October, anil on sub¬ 
sequent dates, applications were received for four 
extensions for the Royal Aero Club officials anti a 
direct Exchange line to Mildenhall for Col. J. C. 
Fitzmaurice, Pilot of “ The Irish Swoop ”—these 
being all provided at short notice. 



Fig. 3.—Telegraph Apparatus Bench. 


As the day of the race drew nigh it became 
apparent that a second switchboard would be neces¬ 
sary to deal with the heavy traffic. Owing to the 
urgency, the only locally available switchboard—a 
recovered one of ex-N.T. type-—had to be installed. 
Although this involved the transportation of the 
switchboard from King’s Lynn and the changing of 
cords and jacks, the work was carried out in a few 
hours. Then, on the afternoon of the 18th October, 
it was decided that more trunk lines were necessary. 


Three further trunks were extended to London and 
three additional extension telephones placed in the 
public office for use in connexion with them. Even 
this did not meet the demand and on Friday, 19th 
October, four more trunk lines were extended to 
London and three additional extensions placed in the 
public office. The final circuit arrangements gave a 
total of 15 lines available for Trunk and Continental 
services. 

Views of the Telegraph Apparatus Bench and the 
Switchboards are given in Figs. 3 and 4, respec¬ 
tively. 

The Engineering staff were in attendance during 
the operation of the office, which was open for traffic 



Fig. 4. —Telephone Switchboards. 


for 24 hours daily. It was closed down on the 20th 
October after the traffic due to the race, which had 
started at 6.30 a.m., had ceased. 

In conclusion, it should be stated that the com¬ 
pletion of the work against time was only possible by 
the sustained efforts and team work of the staff con¬ 
cerned, and in this connexion mention must be made 
of the valuable co-operation of the Air Ministry’s 
local officials. 


Book Review 

“ Electrical Measurements in Theory and Application.” 
Arthur W. Smith, Ph.D. 3rd Edition. McGraw-Hill 
Book Co., Ltd., London. Price 18/- net. 

This book is written for students who have had one 
year of physics and require further knowledge regarding 
electrical and magnetic matters. Throughout the book, 
the electron theory of electrical phenomena is presented to 
the reader, electrical currents being treated as the flow 
of electrons along the circuit. 
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The third edition has been largely re-written to bring it 
up-to-date both in relation to modern conceptions and 
standards, and to modern laboratory apparatus. Whilst 
the book is primarily intended as a laboratory manual, it 
has been arranged to cater also for the individual student, 
the simpler and more fundamental parts of the subject 
being dealt with in the earlier chapters whilst the more 
difficult measurements and the methods involving more 
extended knowledge are reserved until the student has 
attained greater proficiency. W.S.P. 
























Telephone Week at the London Trunk Exchange 


W HEN the Postmaster-General announced 
that after 7 p.m. Trunk calls could be made 
to any part of the British Isles for 1 /-, it 
was evident that a great increase in evening traffic 
would result, especially in view of the wide publicity 
given to the telephone service during Telephone 
Week. The difference then existing between the 
evening conditions and the morning “ busy-hour ” 
was, however, so great that a sufficient margin of 
safety appeared to exist, and, so far as the London 
Engineering District was concerned, it was felt that 
the chief effect of the reduction in charges would be 
to prevent evening routine testing of repeatered 
circuits, and to necessitate an extension of the 
exchange maintenance staff rota to twenty-four 
hours. 

It soon became evident on Monday, 1st October, 
that the reduced and uniform charge was appreciated 
by the public even beyond anticipation, for shortly 
after 7 p.m. the switchboard was ablaze with light 
as subscribers competed with each other to obtain 
their “ shilling’s worth.” This condition is clearly 
seen in Fig. 1, which represents the discharge 


current of the Trunk Exchange battery. Bearing in 
mind that this curve includes current supplied to the 
International Exchange, which did not participate in 
the evening rush of traffic, it is evident that the 
Inland Trunk Exchange had to face the sudden 
application of a load equal to, if not exceeding, that 
during the busiest period of the morning. Before 
this deluge of calls, of which a large proportion was 
confined to the long distance routes, the Demand 
System had, perforce, to give way to Delay Work- 
ing. 

Strenuous efforts were made by the Traffic Staff to 
deal with the new conditions, but that, as Kipling 
would say, is another story, the object of these notes 
being merely to record the part played by the London 
Engineering District in meeting the emergency. The 
immediate cry was for more lines, more lines at once, 
and to meet this need aerial reserves, experimental 


circuits, in fact all lines over which reasonable trans¬ 
mission could be obtained, were commandeered. The 
transmission aspect was important, as the public are 
now accustomed to a high standard. To have rushed 
in low grade circuits would have been sheer waste of 
time and would only have given rise to complaints. 

Obtaining the circuits was, however, only half the 
battle—there still remained the difficulty of connect¬ 
ing them to the switchboards, so that they could be 
used for traffic. For inland calls, the London Trunk 
Exchange consists of no less than 305 positions, 
situated in four different rooms, each room being 
provided with a separate multiple. To connect the 
new circuits at the end of the normal groups in these 
multiples meant joining up relay-sets, one of which 
is necessary at each end of a trunk circuit under the 
sleeve control system, jumpering to the various 
multiples, modifying the Visual Idle Indicating 
Equipment and altering the labels. Also, in cases 
where sufficient spare jacks did not exist at the end 
of the normal group, other groups of circuits had to 
be moved to make room. All this work needed time, 
and time was precious, since the new circuits had to 
be ready for the rush of traffic 
anticipated on the following even¬ 
ing. Difficulties, however, are 
made to be overcome and the 
solution of this one lay in con¬ 
necting a number of jacks over 
the Straightforward Junction 
Positions to relay-sets jumpered 
to the Trunk Test. These term¬ 
inations formed a “ pool ” to 
which each new circuit was 
“ patched ” immediately it be¬ 
came available. Since every 
operator has access to the 
straightforward junction posi¬ 
tions, the new circuits were avail¬ 
able to all with an absolute mini¬ 
mum of delay. 

To obtain additional lines, the L.T.S. arranged 
with the renters of private wires to release them for 
traffic purposes in the evening. These circuits also 
were 11 patched ” into the pool by cords at the Trunk 
Test Position, which, as can be seen from Fig. 2, 
ultimately resembled the after-math of a severe snow¬ 
storm in the old days of the aerial Trunk system. 
As a result of these efforts, no fewer than 28 long 
distance trunk circuits were available for traffic with¬ 
in twenty-four hours. 

On Tuesday evening the traffic was even heavier 
than on Monday, and, although the efforts which had 
been made enabled the completed calls to rise from 
67.5% to 74% of the total bookings, it was evident 
that the new conditions were not a mere flash in the 
pan, and that the efforts to provide additional plant 
must be pushed on at high pressure. 

More and more circuits were obtained from spare 
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wires and connected to the pool, while, simul¬ 
taneously, the work of transferring circuits from the 
pool to their proper allocations proceeded as rapidly 
as possible. All manner of devices were employed 
by the Engineer-in-Chief to produce additional 
circuits. For example, an additional London- 
Edinburgh circuit was obtained by using the Radio 
Termination-Cupar Speaker between London and 
Edinburgh during the times when it was not actually 
needed for radio purposes. Probably the most valu¬ 
able assistance on the Scottish route was, however, 
obtained by stopping the reconditioning work on the 
old London-Birmingham Telegraph Cable (TS-BM 
No. 1). Joints were hastily remade and, by inserting 
2-wire repeaters at Fenny Stratford, it was possible 
to provide seven London to Birmingham Trunks, 
which were used to release a similar number of 4-wire 
circuits for extension northwards. Incidentally, to 
save time, spare cable pairs were used to balance 
these repeaters, the artificial balancing network being 
constructed afterwards. The 4-wire circuits so re¬ 
leased were extended by spare cable pairs from 
Birmingham to Leeds, and thence the circuits were 
taken through Newcastle to Edinburgh on 100 lb. 
and 150 lb. unloaded conductors in an old cable which 
was being reconditioned. The reconditioning was 
stopped and improvised arrangements were used to 
make the cable suitable for telephonic purposes, with 
the result that, by Friday evening, two London- 
Edinburgh circuits were available, and by the follow¬ 
ing day four more circuits to Edinburgh, and one to 
Aberdeen, were completed. The speed with which 
these circuits were set up is surely a record in long 
line provision. 

By the end of the week, a total of 86 additional 
long distance Trunk circuits had been provided, 
representing an increase of 15% on the long distance 
routes connected to Trunk Exchange. In fact, it 
may fairly be claimed that a whole year’s provision 
of long distance circuits had been provided in a single 


week, the total route mileage involved 
being approximately 20,000 miles. 
The circuits had all been connected in 
their proper groups in the multiples, 
except in the Provincial Exchange, 
where an extension of the multiple had 
just been completed and where a com¬ 
plete rearrangement was necessary. In 
addition, the part-time circuits (Private 
Wires, Telex Circuits, etc.) had been 
connected on the Trunk Test Desk to 
the “ break jack ” scheme, permitting 
their being taken into use for traffic 
purposes simply by moving insulating 
pegs and thus avoiding a multiplicity 
of “ patching ” cords. 

So far reference has been made only 
to outgoing trallic, but rapid and 
elfective action was also taken to 
facilitate the arrival of calls incoming 
at the Trunk Exchange from the sub¬ 
scribers in the London District, and 
also from other Group Centres endea¬ 
vouring to call London subscribers or 
to use London as a switching centre. 

Congestion occurred on local junctions from 
London Exchanges to Trunks, particularly on the 
Tandem-Trunk route, immediate steps were taken 
to provide the additional junctions necessary, and 
these were completed by Wednesday evening. Con¬ 
gestion also occurred on the incoming Trunk 
positions, and by Thursday eight demand positions 
had been made into incoming positions by cross¬ 
connecting the incoming Trunk Multiple. A larger 
number of demand positions could not be released 
for this purpose, and some other method of relieving 
the incoming traffic at Trunk Exchange was neces¬ 
sary. This was obtained by making use of the Toll 
“ A " and Toll “ B ” Exchanges. In many cases 
Group or Zone centres are connected to Toll “ B ” 
Exchange by lines of good transmission value, which 
are normally used for completing calls to subscribers 
within the London 10-mile circle. It was arranged 
that in such cases the traffic to subscribers in the 
whole of the London Toll Area should be routed over 
these lines, and passed from Toll “ B ” to Toll 
“ A ” Exchange for completion via the Toll “ A " 
Multiple. 40 additional Toll “ B ’’-Toll “ A ” 
junctions were run in to permit this to be done, and, 
as a result, over 1000 calls each night were com¬ 
pleted by this route. In all, 103 additional junctions 
had been provided by the 8th October. 

Thus terminated a week’s work by the Engineer¬ 
ing Staff at the London Trunk Exchange, a week’s 
work surely never equalled in the past, and unlikely to 
be surpassed in the future, work which could only have 
been done with the active co-operation of all Depart¬ 
ments concerned and the loyal assistance of a staff 
which knew its job, and which, by virtue of the 
experience of snow-storms and cable breakdowns in 
the past, has learnt to work quickly and smoothly in 
an emergency. 

F.I.R. 
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The New B.B.C. Studio at Maida Vale 


O WING to the prospect of having to relinquish 
No. 10 Studio, due to the rebuilding of 
Waterloo Bridge, it became necessary for the 
B.B.C. to find another large studio to replace it. In 
February, 1933, the B.B.C’s attention was directed 
to the old Skating Rink in Delaware Road, Maida 
Vale. The building is situated in a residential neigh¬ 
bourhood near Warwick Avenue Underground 
Station. It occupies a site rather more than twice 
the size of the site of Broadcasting House. 

The building is mainly of one storey, but at one 
end there are two storeys and this part has been used 
for offices, waiting rooms, etc. The large studio has 
been built within the original building. It is 110 
feet long, 72 feet wide and 32 feet high to the centre 
of the curved ceiling. In addition, though the studio 
will not be licensed for public performances, there is 
a balcony with seats for an audience of 112 people. 
The studio is designed to accommodate an orchestra 
of 120 players and a chorus of up to 200 singers. 

The construction of the studio presented many 
interesting problems, among which was the provision 
of sufficient height for so large a room. This diffi¬ 
culty has been overcome by suspending the ceiling 
from new steel trusses placed between the trusses of 
the roof of the main building. These new trusses are 
carried by steel stanchions built into the studio walls, 
the total weight of the steel-work being about 90 
tons. No part of the steel-work comes into contact 
with any of the original building. The walls of the 
studio are of solid brickwork 14 inches in thickness, 
the whole studio being entirely independent of the 
main building. The mechanical transmission of 
noise and extraneous interference is, therefore, re¬ 
duced to a minimum. 

The internal acoustic treatment and decoration of 
the studio has been carried out in building board and 
plaster, whilst large concrete baffles have been fitted 
over the air ducts through which the used air is 
extracted from the studio. Conditioned air is sup¬ 
plied to the studio through two continuous slotted 
ducts which form a conspicuous feature of the curved 
ceiling. The ceiling also has four continuous coves 
in which electrical strip lighting is placed for decora¬ 
tive effect. The main lighting is from pendant 
fittings, those at present in use being only of a 
temporary nature. 

Power Supply. 

Electrical power is supplied to the Maida Vale 
premises from the Metropolitan Electric Supply Com¬ 
pany’s mains. A sub-station has been installed in 
the building. The input to this is taken from the 
Company’s high-tension feeder at a pressure of 6,600 
volts. This is transformed to provide two supplies 
to the building, one being 400 volts, 3-phase, 50 
c.p.s., and the other 230 volts, single-phase, 50 c.p.s. 
in the remaining space available in the building. 

As at Broadcasting House, provision has been 
made for an emergency lighting system in case of a 


failure of the mains. A different system, however, 
is employed. In the event of a failure about half of 
the main lighting is automatically disconnected from 
the mains supply and connected to a stand-by battery. 
This supplies sufficient lighting for the continuation 
of a transmission until the normal supply is restored, 
upon which the portion of the lighting still connected 
to the mains will, of course, come into operation, after 
which the emergency lighting will automatically be 
switched back to the A.C. supply. The automatic 
switching is so arranged that the change-over to the 
emergency supply takes approximately one second. 

Control Room Power Supply. 

There is a separate battery room adjacent to the 
Control Room which supplies current for the Control 
Room amplifiers, switching relays, etc. These 
batteries are charged by a set of motor generators in 
an adjoining room. There are four separate sup¬ 
plies :— 

Cathode heating— 

6 volts, 800/1200 ampere hours. 

Anode supply— 

250 volts, 20/30 ampere hours. 

Microphone polarizing— 

12 volts, 100/300 ampere hours. 

Relay operation, etc.— 

24 volts, 200/300 ampere hours. 
Both the batteries and motor-generator sets are 
duplicated as at Broadcasting House. 

Studio Equipment. 

The studio is equipped with ten microphone points 
which are connected to five separate circuits, there 
being two points in parallel on each circuit. This 
allows flexibility in the placing of microphones about 
the studio, whilst provision is made for any type of 
microphone to be used. The microphone circuits 
terminate on a 6-way fade unit in the adjoining 
listening room, which is also equipped with a gramo¬ 
phone desk for the reproduction of effects and a loud¬ 
speaker for checking purposes. 

Control Room. 

The Control Room equipment consists of four 
control positions and one switching position and, in 
addition, two rows of racks which carry the 
amplifiers, switching relays, line termination equip¬ 
ment, and power-discharge switching. The four 
control positions follow standard B.B.C. practice, 
whilst the switching position through which pro¬ 
grammes are passed to Broadcasting House is fitted 
with operating keys for the control of all amplifiers 
and switching circuits. Through this position pass 
all telephone calls between the Maida Vale premises 
and Broadcasting House. 

An additional control position is provided in an 
acoustically treated room fitted with a loudspeaker 
so that programmes can be controlled by a member 
of the Balance and Control section. 
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Notes and Comments 

Telephone Development 

LSEWHERE in this Journal, we publish an 
account of the activities resulting at the 
London Trunk Exchange by reason of the 
reduced night charge for trunk calls and the conse¬ 
quent avalanche which descended upon the staff on 
duty during the memorable first week of October. 
Throughout the country, the demand for lines and 
still more lines was similar. Engineers and traffic 
staff, linemen and operators, all were involved in the 
clamour for more channels of communication and all 
worked with a will to provide every possible channel 
of the requisite standard of transmission. 

Some measure of the amount of traffic resulting 
from the adoption of such a low uniform flat rate for 
trunk calls within Great Britain, regardless of 
distance, may be gathered from the fact that upwards 
of 1,000,000 night-charge trunk calls have been com¬ 
pleted since October 1st. 

The reduced rentals for telephone service also 
brought a great demand from the public; the net 
growth in telephone stations for the ten weeks from 
October 1st, when the reductions came into force, 
was 51,502. This figure is within a few hundreds of 
the total net gain in stations during the preceding six 
months ending September 30th. 

The introduction of coloured telephones in three 
standard colours at a fixed , charge of £1 has also 
proved popular; incidentally, the relative popularity 
of the three colours, ivory, jade green, and Chinese 
red, is roughly in the proportion 4:2:1, so far as 
present returns show, although jade green is rapidly 
improving its position in the scale. 

The results so far achieved are probably unpre¬ 
cedented in the annals of telecommunication and 
amply justify the bold policy adopted by the Post¬ 
master-General, the Rt. Hon. Sir Kingsley Wood, 
in making such drastic reductions in the charges for 
telephone service. 


Post Office Telephone and Telegraph 
Convention 

We are pleased to announce that the first Post 
Office Telephone and Telegraph Convention is to be 
held at “ The Hayes,” Swanwick, Derbyshire, dur¬ 
ing the period May 24th to May 30th, 1935. 

The Rt. Hon. Sir Kingsley Wood has kindly con¬ 
sented to preside at the ceremonial opening and 
Colonel Donald Banks also hopes to be present. 

The detailed arrangements for its inauguration are 
in the hands of a small Committee, under the chair¬ 
manship of Mr. B. O. Anson, Assistant Engineer- 
in-Chief. Good progress is being made and the 
Committee hope to issue invitations early in the New 
Year to London and Provincial representatives of all 
Branches of the Post Office associated directly or in¬ 
directly with the Telephone and Telegraph services. 

The Convention will provide an opportunity for the 
cultivation of friendly relationships throughout the 
Service and will conduce to the mutual pleasure of 
all those attending. 

We wish the organisers of the scheme the full 
support and success that is so obviously merited. 
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Launching of Ships by Radio 

The recent launch of the New Zealand Star from 
the world famous shipbuilding yard of Messrs. 
Harland and Wolff, Ltd., Belfast, served to focus 
attention on the launching of ships by radio. Lord 
Bledisloe, the Governor General of New Zealand, 
speaking from that country, over the England- 
Australia radio link, effected the launch by depres¬ 
sing a button and thereby transmitting a signal over 
a second circuit and effecting the launch ofthe ship. 
As our readers will be no doubt interested in the 
technical aspects of such an achievement, it is hoped 
to publish an article on this subject at an early date. 


Telephone Transmission, V 

The Board of Editors offers its apologies to readers 
for the non-appearance of this article in this issue by 
reason of pressure of work on the author, Mr. R. M. 
Chamney, who is responsible for the provision of 
trunk circuits and has been largely concerned with 
meeting the demand for lines arising from the in¬ 
crease in night traffic. 


Obituary: J. Brown, M.I.E.E. 

It was with deep sorrow that his many friends 
learned of the sudden passing of Mr. James Brown 
who retired from the position of Assistant Super¬ 
intending Engineer in the London Engineering 
District only three years ago. He and his wife had 
spent a happy motoring holiday in his native Scot¬ 
land and had reached Callander on their way back to 
London when, without warning, heart failure 
occurred. 

Many links with that period of telegraphic expan¬ 
sion attributed to the “ sixpenny tariff ” of 1885 
have been broken during the past few years but none 
of them has concerned a more typical product than 
“ J.B.” of that sound school of engineering training 
which began with an apprenticeship in a large tele¬ 
graph instrument room—in his case for 13 years at 
Aberdeen. His engineering service covered the 
period from 1898-1931 throughout which, as the 
valedictory note in the October, 1931, issue of this 
Journal showed, he bore a very full share of 
responsibility for the development of the telephone 
system in London. 

Those of us who came close to him feel that we 
have parted with a personal friend as well as with 
a colleague of great merit and ability; and this 
feeling deepens the sympathy which we, on behalf 
of all who knew him, extend to Mrs. Bown. 

J. W. A. 


Erratum 

In the note on “ Carrier in Underground Cables ” 
on page 203 of the October issue, the words “ a 
small compensating resistance ” in the right-hand 
column should read “ a simple compensating 
rectifier-resistance network.” 




B. O. Anson, mi.e.e. 

Readers of the Journal need no introduction to Mr. 
B. O. Anson who became Assistant Engineer-in-Chief 
on the 3rd December, 1934. Mr. Anson is an acknow¬ 
ledged authority in the field of Automatic Telephony, on 
which he has been almost continuously engaged since its 
introduction in this country. He has contributed con¬ 
siderably to the literature on the subject, but he is prob¬ 
ably better known for the extensive part he has played in 
the selection and training of engineering personnel and 
for the creation and development of the Department’s 
Training School and the Circuit Laboratory. It is not 
easy to measure the value of the school in supplying the 
needs of the Department in its ever widening activities, 
but it is not too much to state that the developments in 
Automatic Telephony and Repeater working could not 
have been utilized efficiently without its assistance. Mr. 
Anson is Chairman of the Board of Editors of the Journal 
and its popularity as a technical periodical can be 
attributed very largely to his keen sense of the require¬ 
ments of all men engaged on tele-communication. Any 
mention of Anson would be incomplete without reference 
to his intense desire to bring Great Britain to its proper 
place in telephone development, and his recent appoint¬ 
ment to the Postmaster-General’s Publicity Committee 
will give him some opportunity in furthering this desire. 
His many friends and colleagues could scarcely do better 
in this aspect, than to wish him a success corresponding 
to his personal attainment. 

JI. 




J. Innes, b.sc., m.i.e.e. 

Mr. J. limes entered the Department's service in 1913, 
having passed the open competitive examination for 
Assistant Engineers after serving a pupil-apprenticeship 
with the City Engineer, Edinburgh, lie spent two \ears 
in the Local Lines Section of the E.-in-C.O. and was 
then transferred to Inverness Section, where the War 
requirements of the Admiralty necessitated additional 
staff. Mr. Innes remained at Inverness until 1924, when 
he was transferred to Edinburgh to take charge of the 
automatic conversion work in that area. In 1929 he was 
loaned to the South African Government to advise (hat 
administration regarding the introduction of automatic 
working in the Witwaterstrand (Johannesburg) and Cape 
Peninsula areas and returned to the Engineer-in-Chief’s 
Office in 1930 as Executive Engineer in the Test Section. 
Later he was transferred to the Equipment Section where, 
after a period as Assistant Staff Engineer in charge of 
the Costs Group, he now becomes Staff Engineer. .Mr. 
Innes has been Managing Editor of the P.O.E.E. journal 
since 1931 and Secretary of the Institution of Post Office 
Electrical Engineers since 1932. 

C.J.M. 
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I. H. Jenkins, m.i.e.e. 

1. H. Jenkins, M.I.E.E., who takes o\er the Telephone 
Section, commenced his career in tele-communication 
engineering with the National Telephone Company in 
Bristol. After a period of training he was employed on 
construction and maintenance of internal plant. The 
year 1900 found him in charge of the installation of the 
Bristol Manual C.B. Exchange, the first C.B. system to 
be built outside the United States. Shortly after its cut¬ 
over he was placed in charge of the internal construction 
and maintenance sta(T of the Bristol Area. In 1903 he 
was transferred to the Engineer-in-Chief’s Office, London, 
where he has remained on the N.T.Co. and the P.O. 
Headquarters’ staff ever since. 

His activities have been mainly concerned with the 
development first, of the C.B. manual system, and later, 
of the automatic method of working, particularly the 
Director system. More recently, however, he has been 
engaged on the introduction of trunk demand working, 
in connexion with which he visited Germany and 
America; he played a leading part in the successful 
development and inauguration of that system. He has 
also paid official visits to Sweden and Denmark. 

G.F.O. 


J. J. McKichan, o.b.e., m.i.e.e. 

Mr. McKichan entered the Post Office service at 
Glasgow in 1900, and was transferred to the Engineering 
Department in 1911 on passing the limited competition for 
Probationary Sub-Engineers. He was appointed Assistant 
Engineer in the South Eastern District in 1914, being 
transferred to the Telephone Section of the Engineer-in- 
Chief’s Office in 1920. For several years he was engaged 
on modernizing and reorganizing the telephone com¬ 
munications for the Air Defence of London and the rest 
of Great Britain. In 1929 he was promoted to Executive 
Engineer and took charge of the newly formed Technical 
Instruction Group of the Engineer-in-Chief’s Office which 
greatly accelerated the output of Technical Instructions on 
all branches of the Department’s work. He proposed and 
took a leading part in the introduction of the new loose 
leaf instructions which have now superseded the old 
instructions in book form. Mr. McKichan was promoted 
Assistant Superintending Engineer at Edinburgh in 1932, 
where he now becomes Superintending Engineer. 

In 1933, he introduced a new Works Planning and 
Performance Indicator scheme for the control of works 
in the Scotland East District which, although still in the 
experimental stage, is producing very satisfactory results. 

He served on the Engineer-in-Chief’s Telephone De¬ 
velopment Committee of 1929 under the Chairmanship of 
Mr. B. O. Anson anil it is of interest to note that 
practically all the recommendations of that Committee are 
now in operation. 

Mr. McKichan was Assistant Editor of this Journal 
from 1926 until 1932 and for some time before his transfer 
to Edinburgh was also Secretary to the Institution of Post 
Office Electrical Engineers. He is now a member of the 
Scottish Centre Committee of the Institution of Electrical 
Engineers and of the Chairman’s, Finance, and Executive 
Committees of the Scottish National Development 
Council. W.S.P. 
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Retirement of Mr. A. B. Hart 



The retirement of Mr. A. R. Hart, Assistant Engincer- 
in-Chief, on 2nd December, removed from active service 
one of the few remaining Engineers who have been in the 
Telephone Service since its pioneer days and have seen 
it grow from (Negligible proportions to its present mag¬ 
nitude and importance. During that growth, he exerted 
a great influence on the design of the trunk transmission 
system. In his early days only open wire circuits were 
available for long distance communication and with these 
as a basis, he formulated a transmission scheme for the 
country and designed a national trunk network. The 
scheme outlined by Major O’Meara was designed in 1910 
and was practically equivalent to the zone centre system 
in operation to-day. The plan included heavy gauge open 
wire circuits run across country on steel towers, but, 
before this feature matured, the loaded cable became 


practicable and gave promise of meeting requirements for 
all but very long circuits. 

The advent of the Telephone Repeater gave to the Tele¬ 
phone Engineer a new tool with which to attack the 
problem of long distance communication and Mr. Hart 
was quick to realize the possibilities of this invention. 
After visiting the United States in 1919, where there had 
been a rapid advance in long distance cable transmission, 
lie initiated a comprehensive scheme for a network of long 
distance cables and Repeater Stations in this country. 

Realizing that successful communication throughout 
the continent of Europe would depend on the co-operation 
of the various Telephone Administrations concerned, he 
took an active part in establishing the International Con¬ 
sultative Committee for long distance telephone com¬ 
munication. lie has been a British representative (on 
this Committee) from its inception till his appointment as 
Assistant Engineer-in-Chief. It is of interest to record 
that prior to the War he was dealing with the design of 
a direct submarine cable between England and Germany, 
a design approved in 1914 but never carried out. There 
have been great developments on trans-continental com¬ 
munications since the conclusion of the War, involving 
special problems in submarine cable design. Mr. Hart 
has played an important part in these developments. In 
underground cable design he was largely responsible, in 
association with the late Mr. C. Robinson, for the adop¬ 
tion by the International Consultative Committee of star 
quad cable as an approved type of trunk cable, a type now 
universally used in this country and rapidly coming into 
favour abroad. 

We owe the present network of high quality trunk 
circuits in cable, which link together all towns of import¬ 
ance in the United Kingdom, to his imaginative foresight 
and judgment and because of the bold policy he advocated 
and pursued, the Rritish Post Office to-day has a trunk 
system of which it is justifiably proud. 

Like most active spirits he has many interests outside 
his official duties, and at one time was a keen golfer, 
though latterly he has devoted little time to the game. 
A first class mechanician, he has made a hobby of pre¬ 
cision tools and, outside manufacturing circles, his work¬ 
shop is probably unsurpassed. He has now taken up 
farming in association with his son and there is little 
doubt that, with flic shrewd common sense and sound 
judgment he brings to all problems, he will make as great 
a success of this venture as of all the work to which he 
has put his hand. His interest in everything with which 
he makes contact in life and his essential vitality make 
him an attractive companion and he will be much missed 
at Headquarters. C.A.T. 


Retirement of Mr. J. Hedley, i.s.o., m.i.e.e. 


Mr. J. Hedley, who retired in August, 1934, is so well 
known to the readers of the Journal that there is little 
need to recapitulate all his achievements, furthermore, the 
list would exceed the space allowed the author by the 
Editor. For the information of newcomers we might 
mention that Mr. Hedley started his career in the Man¬ 
chester P.O. Telegraphs, remaining there from 1889-1899. 
When the Post Office acquired the trunk lines in 1896, 
his activities were transferred to maintenance testing 
duties at the Manchester Trunk Telephone Exchange. 
In 1900 he joined the Engineering Department at Notting¬ 


ham under G. H. Comport (Senr.) whose rigid rule no 
doubt benefitted Mr. Hedley similarly to many others in 
the Service. 

In 1901 Mr. Hedley came to London to assist in the 
Post Office operations of telephoning in the London Dis¬ 
trict and became Technical Assistant to Mr. Noble (now 
Sir William Noble). He was selected to supervise the 
biggest of the Post Office Manual Exchanges installed at 
City in 1904, and in 1907 joined the staff of Mr. Ramsay, 
and was employed in the design and installation of all 
types of exchange equipment. 
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From 1912 to the end of .Mr. Hedley's official career, he 
was engaged on implementing the policy of introducing 
automatic equipment into the British Telephone Service 
and during that period made numerous visits abroad. 
For instance, in 1914 with .Mr. A. \V. Martin to Holland 
and Belgium ; 1920 with Sir William Noble to the United 
States to study the Panel Automatic System; 1921 with 
Sir William Noble to Norway, Sweden and Denmark to 
study general telephone problems ; 1922 with Mr. Ramsay 
to the United States to investigate the Director Automatic 
Telephone System ; 1929 with Mr. Shaughnessey to Paris 
to be present at the opening of the first Automatic Ex¬ 
change and to study the system. 

At the transfer of the National Telephone Company’s 
undertaking to the State, Mr. Hedley was responsible for 
co-ordinating the arrangements for inter-working between 
the Company and the Post Office systems throughout the 
country. 

In connexion with the Institution of Post Office 
Electrical Engineers, Mr. Hedley was awarded the silver 
medal in 1916, for his paper on the Western Electric Co’s 
Semi Automatic System. For a number of years he has 
been a valuable member of the editing committee, and 
in 1932-33 he was Chairman of the London centre. He 
has also contributed several articles to the Journal of the 
Institution. In 1933, the Companionship of the Imperial 
Service Order was conferred upon him by H.M. the King. 

We are sure that the very large number of Mr. Hedley’s 
colleagues in the Department and many of his associates 
of other administrations who have met him on inter¬ 
national business, will wish him and Mrs. Hedley long 
life with good health and every happiness in their retire¬ 
ment. B.O.A. 



Retirement of Mr. R. A. Weaver, m.i.e.e. 



Mr. Richard Albert Weaver, who retired from the 
Service on the 31st December last, was educated at the 
King Edward VI Grammar School, Birmingham. He 
joined the Telegraph Service in Birmingham in 1890 and 
was transferred to the Superintending Engineer’s Office, 
Birmingham, in 1893. Later, he filled the position of 
Engineer in Charge, first of the St. Albans Section and 
then of the Dublin Section. In 1909 he became an 
Assistant Staff Engineer in the Engineer-in-Chief’s Office 
as a result of a competitive examination, but always 
having had a predeliction for district work he was trans¬ 
ferred in 1912 at his own request as Assistant Super¬ 
intending Engineer to the South Metropolitan District. 
Subsequently he served in the Scotland West, South 
Eastern and London Engineering Districts. In August, 
1927, he was promoted to the position of Superintending 
Engineer of the North Wales District which position he 
held until his retirement. He has thus had the unique 
experience of taking duty in England, Ireland, Scotland 
and Wales. 

In his 44 years’ service Mr. Weaver has served under 
nine Superintending Engineers and seven Engineers-in- 
Chief. He was concerned in the construction of the first 
Birmingham-London air-spaced lead-covered cable (the 
first cable of the kind to be laid in this Country), and he 
controlled the laying of the first London-St. Albans cable. 
In the latter portion of his career, Mr. Weaver has been 
closely associated with the introduction of the automatic 
system and he supervised the construction of one of the 
earliest Automatic Exchanges installed in this country at 
Paisley. He was also engaged in the early stages of the 
introduction of the automatic system in London, and 
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saw the Mechanical Tandem Exchange in the Holborn 
building well advanced towards completion. He was 
closely connected during his service in London with the 
transfer of upwards of 60 Exchanges and since going to 
the North Wales District has been responsible for the 
transfer of the Birmingham Area to automatic working. 

In private life Mr. Weaver is interested in the theatrical 
and musical world and is not without ability himself in 
the power to entertain. Ilis favourite pastimes are golf 
and motoring. (It is said he has been known to beat the 


better ball of his two Assistant Superintending Engineers 
and to have borne the achievement modestly). 

Those who have been privileged to serve under Mr. 
Weaver for long periods will bear ready testimony to his 
unfailing good humour. He has that cheerful disposition 
and ready smile that sweetens labour and makes bearable 
the more exacting times of stress and pressure. He has 
throughout maintained his interest in the work of his 
District and will carry with him into his retirement the 
good wishes of a host of friends. H.F. 


Retirement of Mr. Henry Kitchen, mi.e.e. 



Mr. Henry Kitchen, Superintending Engineer, Scotland 
East District, retired in December, 1934, after completing 
45 years’ Post Office service. During this period he was 


associated with many changes in the Telegraph and Tele¬ 
phone services. He was actively engaged in the transfer 
of the Telephone Trunk service from the National Co. in 
1896 and again when the Company handed over its local 
plant in 1912. 

He, together with many other Post Office Engineers, 
materially assisted in raising the number of telephone 
subscribers from thousands to millions and thinks the 
saturation point is still a long way ahead. 

Mr. Kitchen contributed a number of papers to the 
Institution of Post Office Electrical Engineers and served 
both on the Council and the Board of Editors. He was 
also a District Committee member of the Institution of 
Electrical Engineers for some years. 

He has been a golfer for many years and latterly has 
taken kindly to the game of Bowls. 

Prior to the great war Mr. Kitchen was a good marks¬ 
man and trained a team of men who won the O’Meara 
Cup and other shooting trophies. 

He is an enthusiastic photographer and was President 
of the Whitley Bay and District Camera Club for several 
years. 

Mr. Kitchen’s wide and varied experience have stood 
him in good stead throughout a strenuous period of office 
as Superintending Engineer of the Scotland East District. 
His pleasant manner and genial temperament have won 
for him a measure of popularity with his staff much 
greater than might normally have been expected in so 
large a District in a space of three years. His departure 
from Edinburgh is viewed with keen regret and the best 
wishes of all in Scotland East go with him in his retire¬ 
ment. 

J.J.M. 


VOL. XXVII. 


U 


305 



The Institution of Post Office Electrical Engineers 


RECENT ADDITIONS TO THE INSTITUTION 
LIBRARY. 

1074 Technique of efficient office methods.—P. T. Lloyd. 

(1930, Brit.). 

1075 Portland cement.—A. C. Davis. (1934, Brit.). 

1076 Elementary text-book on mechanical drawing.— 

J- E. Jagger. (1921, Brit.). 

Elements of machine design.—W. C. Unwin and 
A. L. Mellanby : 

1077 Part I.—General principles, fastenings and trans¬ 

missive machinery. (1927, Brit.). 

1078 Part II.—Chiefly on engine details. (1931, Brit.). 

1079 Introduction to machine drawing and design.— 

D. A. Low. (1932, Brit.). 

1080 Manual of machine drawing and design.—D. A. 

Low and A. W. Bevis. (1933, Brit.). 

1081 Air conditioning.—J. A. Moyer and R. V. Fittz. 

(1933, Amer.). 

1082 Warming of buildings by electricity.—F. C. Smith. 

(1934, Brit.). 

1083 Elements of radio communication.—J. H. More- 

croft. (1934, Amer.). 

1084 Thermionic emission.—A. L. Reimann. (1934, 

Brit.). 

1085 Mechanical refrigeration.—H. Williams. (1934, 

Brit.). 

1086 Comite Consultatif International de Communica¬ 

tion Telephonique a Grande Distance, Paris, 
1931.—Trans, and pub. by S. T. & C., Ltd. 
( , Brit.). 

1087 The advancement of science : addresses delivered 

at the annual meeting of the British Association 
for the Advancement of Science.— — (1934, 

Brit.). 

1088 Through space and time.—Sir James Jeans. (1934, 

Brit.). 

1089 Neon.—S. Gold. (1934, Brit.). 

1090 Intermediate electrical theory.—H. W. Heckstall- 

Smith. (1932, Brit.). 

1091 Text-book of inorganic chemistry.—J. R. Parting¬ 

ton. (1930, Brit.). 

1092 Bessel functions for engineers.—N. W. McLachlan. 

(1934, Brit.). 

1093 Elementary dynamics.—R. C. Gray. (1934, Brit.). 

1094 Elementary statics.—R. J. A. Barnard. (1930, 

Brit.). 

1095 Electron tubes and their application.—J. H. More- 

croft. (1933, Amer.). 

1096 Dry rot in timber.—Dept, of Scientific & Industrial 

Research. (1933, Brit.). 

1097 British hardwoods : their structure and identifica¬ 

tion.—Dept, of Scientific & Industrial Research. 
(1929, Brit.). 

1098 The Post Office, 1934.— — (1934, Brit.). 

1099 Where to seek for scientific facts.—A. B. Eason. 

(1924, Brit.). 

CORRESPONDING MEMBERS. 

The following have been elected :— 

J. P. Lowe, Cia Nacional de telefonos del Peru, La 
Rifa 327, Lima, Peru. 

H. C. Plessing, Jydsk Telefron, Aktieselskab Aarhus, 
Denmark. 

J. H. S. Ford, 34, Coolmine Road, Toronto, Ontario, 
Canada. 

D. Lusk, Divisional Engineer C.T.O., Colombo, 
Ceylon. 


D. G. Ross, c/o Divisional Engineer, P. and T., 
c/o Divisional Engineer, G.P.O. Annexe, 
Cape Town. 

G. W. Nash, c/o Chief Engineer, P. and T., G.P.O., 

Pretoria, S.A. 

H. E. Berthold, c/o Divisional Engineer, P.O. Box 

4588, Johannesburg, S.A. 

RETIRED MEMBERS. 

The following members, who have retired from the 
Service, have elected to retain their membership of the 
Institution :— 

C. T. Peacock, St. Olaves, Cliff Avenue, Leigh-on- 
Sea. 

F. H. Roberts, 22, Moore Road, Mapperley, Notting¬ 
ham. 

H. Escott, 42, Brooks Road, Old Trafford, 
Manchester. 

W. J. Bailey, Ardmay, 11 Townley Road, E. 
Dulwich, S.E.22. 


Local Centre Notes 

North Midland Centre 

On the 10th October Mr. C. H. C. Baillie, Surveyor, 
South Midland District, opened the winter session of the 
Centre by reading a paper entitled “ The Surveying 
Staff.” Illustrating his paper by many interesting, and 
sometimes quaintly amusing, extracts from official corre¬ 
spondence of the early days of the Surveying Branch, 
Mr. Baillie indicated the growth and extension of the 
functions undertaken by the Surveying Staff together 
with the increasing measure of co-operation with the 
Engineering Staff which had become necessary. 

A highly interesting paper on “ Practical Develop¬ 
ment ” was read to the Centre by Mr. E. W. Knight, 
Inspector, Southampton, on the 7th November. Although 
critical, and at times even provocative, Mr. Knight’s paper 
offered many constructive and practical suggestions for 
the better organising and carrying out of development 
work, and aroused a keen discussion for which the time 
allowed, although extended considerably beyond the usual 
limit, was far too short. 

North Eastern Centre 

On the 9th October, Mr. C. A. Taylor lectured on 
“ Telephone Line Circuits,” dealing particularly with 
“ Transmission,” and on the 13th November Mr. C. W. 
Lemmey read a paper on “ Various Aspects of Overhead 
Construction.” There was a good attendance at each of 
the meetings and the discussions reached a high standard. 

Mr. W. Stewart, Assistant Superintending Engineer, 
retired on December 31st, 1934, and a Smoking Concert, 
at which a presentation was to be made, was fixed for 
30th November. Unfortunately, Mr. Stewart was taken 
ill on 26th November, and the arrangements had to be 
cancelled. Our sincere hope is, that Mr. Stewart will 
soon recover and enjoy the rest he has so well earned. 
He has the assurance of the cordial wishes of the staff in 
the District for good health and a long and happy retire¬ 
ment. 
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Junior Section Notes 


London Centre 

With a programme of seven meetings a month, London 
is an active and progressive Centre. Twelve very success¬ 
ful meetings have passed and our sincere thanks are due 
to both Senior and Junior Section members who have 
given us so much of their time and thought. 

We have been privileged to visit both Croydon Air Port 
and the Department’s Research Station at Dollis Hill. 
A large and enthusastic body of members was able to 
attend on each occasion and at Dollis Hill we were glad 
of the opportunity to greet members from the Aldershot 
Centre, while the visit was made more enjoyable by the 
fact that the Research Centre was responsible for con¬ 
ducting the party round the Station. An act which all 
appreciated. 

Finally, a membership of approximately 450 makes an 
encouraging start, but it is a small percentage of the 
possible membership and we would urge all who still are 
not enjoying the privileges which the Institution offers, to 
ask themselves why they should lack the advantages 
possessed by others. 

Edinburgh Centre 

Mr. S. Wilson gave an interesting paper on “ Etymo¬ 
logy of Telephone terms ” at the October meeting. 
“ The Grid Scheme ” was the subject of a paper delivered 
by Mr. P. Miller at the November meeting. Both papers 
provoked interesting discussions and good slides enhanced 
the value of Mr. Miller’s paper. 

The prize and certificate awarded to Mr. J. Lockie for 
a paper on “ Telegraphy—Old and New ” and the 
certificate of merit awarded to Mr. J. S. White for a 
paper on “ Trunk Demand,” by the Council, for papers 
read by members at meetings of the Junior Section during 
the Session 1933-34, were presented by Mr. W. V. Ryder, 
Sectional Engineer, at the opening meeting of the Session. 
Mr. Ryder congratulated the recipients and commented 
on the general excellence of the papers rendered during 
the Session, a fact borne out by the awards made to the 
Centre. 

Aberdeen Centre 

Mr. W. C. Sutherland gave a paper on “ The Cabling 
Gang ” at the opening meeting in October and Mr. W. J. 
Eves, Sectional Engineer, delivered a paper on “ Voice 
Frequency Telegraphs ” at the November meeting. There 
were excellent attendances and good discussion at both 
meetings. 

Stoke-on-Trent Centre 

The Stoke-on-Trent Branch of the Junior Section, 
which has been in existence for two very successful 
Sessions, has launched upon the third with enthusiasm. 
On October 9th, 1934, a “ Hat Night ” was held con¬ 
sisting of an open discussion upon problems and matters 
of general interest met with by the members in their 
work. The items were written on question papers and 
placed in a hat, from which they were taken at random 
and dealt with. A very enjoyable evening was spent, 
many points being raised which were of much educational 
value. 

During the remainder of the Session a meeting will be 
held on the second Tuesday of each month until March, 
1935. Papers on the following subjects being given :— 


“ Internal Combustion Engines ”—Mr. J. B. Hood. 

“ The Power Plant ”—Mr. P. Davies. 

“ The Police Telephone & Signal System ”—Mr. W. 

Elkin. 

“ Radio Interference ”—Mr. R. Bowers. 

“ The Moving Coil Voltmeter ”—Mr. H. B. Davey. 

Although our 1934/5 programme is a good one, we have 
a further benefit in our local library where we have over 
100 interesting books on kindred subjects. These, in 
addition to the wonderful range of books held in the 
Headquarters library, to which all our members have 
free access, make membership of the Junior Section 
exceedingly worth while. 

Cardiff Centre 

A very successful meeting of the members of the Staff 
under the Chairmanship of the Sectional Engineer, Mr. 

E. Ogden, with the object of forming a Branch of the 
Junior Section of the I.P.O.E.E., was held at the Head 
Post Office, Cardiff, on Tuesday, the 2nd October. 

Mr. Ogden in his opening address expressed his 
pleasure in occupying the chair, and to see the enthusiasm 
displayed by the good number attending that evening. 
He spoke of the mutual help that the older members of 
the staff would derive by the interchanging of ideas and 
of the advantages offered to the junior members of the 
staff in listening and participating in these discussions. 
In closing his address he said that both himself and Mr. 

F. J. B. Clarke (Secretary of the Senior Section), who 
had come along to advise the meeting of any point at 
which there may have been some doubt, would be pleased 
at all times to assist the Junior Section in whatever way 
they could. At the election of Officers, Mr. Ogden was 
nominated as the Chairman for the coming Session, but 
he advised the election of a member of the staff to that 
position and therefore withdrew in favour of Mr. J. S. 
Marks. Mr. J. S. Rafferty was elected Vice-Chairman, 
Mr. Bernard Corp, as Treasurer, and Mr. A. H. G. 
Field was elected Secretary. 

After the Secretary had outlined the programme for the 
coming Session Messrs. A. V. Games and C. Perry 
thanked the Chairman and Mr. Clarke for their interest 
in making the first meeting such a success and urged all 
members to make this section of the I.P.O.E.E. one of 
help both socially and educationally. 

It is gratifying to learn that every day since this meet¬ 
ing applications have been received from members of 
the Staff and I believe that the total membership will 
eventually exceed 60. 

Norwich Centre 

The first paper of the 1934-35 Session was given on 
the 2nd of November, before a good attendance, by Mr. 
J. G. Faulkner on “ The Mechanical Operation of the 
Teleprinter No. 7A.” A machine was taken to the meet¬ 
ing, and part of it was dismantled and passed round for 
inspection by the members. 

This paper will be followed by one to be given by Mr. 
T. H. Loome on “ The Electrical Circuits and Auxiliary 
Equipment of the Teleprinter No. 7A.” 

Other papers have been promised by Messrs. O. D. 
Robinson, J. Lishman, L. V. Dyson, E. Walton, and 
L. Brown, and there is every prospect of a very success¬ 
ful Session. 
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Leicester Centre 

Enthusiasm and interest were renewed at the first 
meeting on 10th October of the Winter Session of the 
Leicester Centre. 

Hearty applause was accorded to Mr. D. E. H. Stafford 
for his success in carrying off an award and certificate 
in the Prize Essay Competition for his paper entitled 
“ Thermionic Repeaters.” 


The Superintending Engineer—Mr. A. Wright—made 
the presentation. He congratulated Mr. Stallord on his 
notable achievement. The competition is severe. There 
are 52 Junior Sections and each Section is entitled to 
submit two papers, which means that, after the pre¬ 
liminary selection takes place in the Districts, 104 papers 
are submitted to the Council for the final decision. 

Mr. C. W. Brown, the President (Junior Section), after 
giving a short address, stimulated interest in Automatic 
Telephony by his masterly lecture entitled “ Auto Tele¬ 
phony from 1912 to 1934.” Mr. Brown traced the his¬ 
tory of Automatic Telephony from its inception up to 
1912, when the British Post Office became interested in 
a practical way, and so to the present time. 

Special reference was made to the development of 
equipment design, in order to meet the changing and 
more critical requirements of the Service. 

Finally, the lecturer gave his views on the possible 
future development of Auto Telephony. 

Mr. A. E. Banks—Sectional Engineer—in expressing 
the vote of thanks to Mr. Brown for visiting Leicester on 
this occasion, also voiced the appreciation of all present. 

Our Chairman—Mr. E. R. B. Gardiner—closed the 
meeting by referring to our Winter programme. 

Our series of lectures coves a wide field, including 
P.O. Underground Contracts, Urban By-path System, 
Wireless Interference Investigation, and the Teleprinter; 
also a special visit by Mr. G. Andrews, M.A. (London), 
whose lecture is entitled “ The Chemistry of Familiar 
Substances.” 

Derby Centre 

A meeting was held in Derby on the 25th September. 
1934, to consider the formation of a local Centre of the 


Junior Section. The membership at the outset numbered 
35 and a Committee was duly elected. 

A programme has been arranged for the forthcoming 
Session, a surprisingly large number of papers being 
offered by members of the local staff, whom the Com¬ 
mittee desire to thank for their active support. 

The subjects chosen cover a wide range, including 
Auto Telephony, Fault Control, Wireless Interference, 
U.G. Construction, Voice Frequency and Unit 
Auto Exchanges. 

The first paper on “ Auto Telephony,” which 
was read on 18th October, was very instructive 
and provided ample material for discussion. It 
is hoped that the ensuing papers will prove to be 
of equal interest and lead to an increase in the 
membership. The formation of a Reference 
Library at the Centre is under consideration and 
further details will be announced later; mean¬ 
while members of the local staff who have not 
already enrolled should note that membership 
confers the privilege of using the Institution 
Library at Headquarters. 

Blackpool Centre 

A Local Centre has now been set up at Black¬ 
pool. The inaugural meeting was held in the 
Conference Room at the ll.l’.O., Blackpool, on 
Tuesday, the 13th November, 1934, when a large 
number of the Staff attended. 

The Superintending Engineer (J. M. Shackle- 
ton, Esq.), the Sectional Engineer (Capt. J. 
Buchanan) and also Messrs. A. Howcroft, J. 
Thompson and C. A. Blasson of the Senior 
Section were present. 

Mr. H. Howarth (Local Secretary) explained 
the procedure necessary for the setting up and 
conduct of a Local Centre. The success of a Local Centre 
he said depended largely on the close co-operation of all 
the members with the Local Committee in the provision 
of papers and in regular attendance at the meetings. 

Mr. Shackleton, Capt. Buchanan and Messrs. A. 
Howcroft and J. Thompson also addressed the meeting 
and all pointed out the advantages to be gained by 
membership of the Junior Section. 

The following officers were appointed for the 1934-35 
Session :— 

Chairman—Mr. E. Thompson. 

Vice-Chairman—Mr. G. B. Redfern. 

Secretary—Mr. W. Butterworth. 

Treasurer—Mr. J. C. Hall. 

Committee—Messrs. F. Johnson, J. Wheatley, 
J. W. Mather, and P. Finney. 

Auditors—Messrs. F. Walton and G. D. Gable. 

North Eastern Centres 

Seven Junior Centres are operating in the N.E. Dis¬ 
trict and, as an indication of their activities, during the 
week ending November 30th, 1934, films are being shown 
at five of the Junior Centres in conjunction with specially 
arranged lectures. 

The membership is gradually increasing and already 
excellent results are being achieved by the junior Section. 

Preston Centre 

PROGRAMME. 

1935. 

16 Jan. “ Geology of the Ribble Valley." F. C. Bond. 
20 Feb. “ Faults—Mainly Internal." J. G. Robinson. 
20 Mar. “ Army Intercommunication." P. J. Best. 
Apl. Annual General Meeting. 



By courtesy of Leicester Evening Mail. 
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District Notes 


London District 

MILEAGE STATISTICS. 

During the three months ended September 30th, 1934, 
the following changes occurred : — 

Telephone Exchange. —Nett increase in overhead and 
underground respectively of 521 and 32,311 miles. 

Telephone Trunks. —Nett decrease in overhead, 234 
miles. Nett increase in underground, 2,955 miles. 

Telegraphs. —Nett decrease in overhead and under¬ 
ground respectively of 66 and 1,580 miles. 

The total single wire mileage at the end of the period 
under review was :— 


Telephone Exchange . 

Overhead. 

46,746 

Under¬ 

ground. 

3,743,638 

Total. 

3,790,384 

Trunks ... 

8,724 

206,992 

215,716 

Telegraphs 

1.065 

35,756 

36,821 

Spare Wires 

4,009 

167,153 

171,162 

Total 

60,544 

4,153,539 

4,214,083 


The installation of new Telephone-Telegram and 
Phonogram equipment on the 4th floor, C.T.O. Building, 
to replace that on the 1st floor, is proceeding apace. 
The T.T. portion of the scheme was opened for service 
on the 10th September when 181 T.T. offices having 
direct access to the C.T.O. and 109 junctions catering 
for offices which reach the C.T.O. through the public 
exchange system were cut over. The equipment com¬ 
prises six double-sided tables accommodating 96 opera¬ 
tors’ positions with typewriter reception, with three 
Supervisors’ Desks, six Enquiry positions and two Dis¬ 
tribution panels. 

The C.T.O. is unique in having two Distribution 
positions. The circuit and position lamps are wired in 
parallel on the two panets, but, to avoid confusion in the 


distribution of traffic, special circuit arrangements are 
provided to ensure that the depression of a circuit key 
on the first panel causes the position lamp to glow on 
that panel only. Similarly position lamps on the second 
panel are controlled by the circuit keys of panel No. 2. 

An amplifier is provided for each position which, by 
means of a small rheostat fitted on the keyboard, enables 
the operator to adjust the volume of received speech to 
her requirements. 

The tables are fitted with V-band conveyors which 
carry the received messages to the main circulation centre 
on the third floor. Messages to be sent by T.T. are 
delivered to the tables by overhead bands from the dis¬ 
tribution positions, which, in turn, are fed by band con¬ 
veyor from the circulation centre. 

Two de-concentration switchboard positions and 49 
overflow T.T. positions were opened in time to deal 
with the heavy Christmas telegraph traffic. 

The phonogram equipment comprising 12 double-sided 
tables providing 192 operators’ positions will be com¬ 
pleted very shortly. 

J.ondon Installations. —During the month of October, 
37,285 orders from subscribers were received. This is an 
increase of 75% over the average for a similar period 
between April and September, and an increase of 43% 
over the same period in 1933. Over 92% of these orders 
were completed under six days. Most of those over six 
days were delayed by having to wait for wayleave 
consent, 

Scotland West District 

LAUNCH OF THE QUEEN MARY. 

September 26th, 1934, was a memorable day in the 
annals of British shipbuilding since on that day the 
magnificent liner Queen Mary was launched from John 
Brown & Coy’s Yard at Clydebank, Glasgow, by Her 



Tugs in command on wav to Fitting-out Basin ; picture transmitted bv wire. 




Majesty the Queen. The launch took on international 
proportions on account of the publicity given to it through 
the medium of the Broadcast of the launching ceremony, 
newspaper articles and illustrations. Readers of the 
Journal (particularly to those in the Newcastle District, 
in which locality there is a strong desire to have the 
building of the sister ship) will no doubt be interested in 
the following account of the provisions made by the 
Engineering Department to make the Broadcast, the 
newspaper reports and picture transmission, the success 
that they undoubtedly were. 



Liner leaving " wavs citrcKK \s Ki l l-:] vin over wiki:. 


Six circuits were provided for the B.B.C., three on 
the aerial trunk route and three in the underground cable, 
between the Shipbuilding Yard and the B.B.C. control 
in Blythewood Square, Glasgow. 

To provide for the anticipated volume of traffic— 
telegraph and telephone—the following circuits were pro¬ 
vided, the apparatus being accommodated in a temporary 
telegraph and telephone office in the General store of the 
Shipbuilding Yard, just under the starboard bow of the 
Queen Mary and within a short distance of the Royal 
Dais on the Grand platform :— 

10 Teleprinter circuits. 

25 Telephone circuits. 

2 Control circuits to Central Exchange and Trunks. 

In addition, 11 trunks, including 3 to London via there- 
conditioned northern underground cable, and 8 junction 
circuits were provided. All of these circuits were carried 
in a specially erected lead-covered aerial cable 54/10 
P.C.Q.L. from Brown’s Yard and connected to the 


underground cable system. The number of picture 
transmissions by wire constituted a record for any one 
occasion. Twenty-five pictures were transmitted by 
means of the mobile apparatus from Brown's Yard on 
the date of the launch over the Trunk lines by the follow¬ 
ing newspapers :— 

“ Daily Mirror ” from “ Glasgow Herald ” Office 
to London. 

“ Daily Mail,” Brown’s Yard to London and Man¬ 
chester simultaneously. 

11 Daily Express ” (using a subscriber’s circuit on 
the opposite bank of the River Clyde, with peg 
and cord connexions through the exchange) to 
London. 

“ News Chronicle ” to London. 

“ Scotsman ” (using a subscriber's line extended to 
the Anchor Liner “ Tuscania ” anchored in 
Rothesav Dock) to Edinburgh. 



S.S. " Ouekn Mary ” safely berthed after the launch. 


Eor the first time pictures were transmitted by wire 
from Glasgow to the Continent. A telephone call was 
passed from the “ Bulletin ” office to the Nazi Organ, 
11 UfTstein,” Berlin. Two pictures were transmitted and 
these were stated to be the finest ever received there. A 
further two pictures were transmitted to the 11 Fremden- 
blatt,” Hamburg. The illustrations show two of the 
pictures of the launch transmitted by wire by the British 
Newspapers and are reproduced by the courtesy of the 
“ Daily Mail,” “ News Chronicle ” and “ Daily Mirror.” 


GLASGOW. INTRODUCTION OF STRAIGHT 
FORWARD JUNCTION WORKING. 

Commenced in May last, the conversion of the 
Glasgow Central Exchange “ B ” switchboard to 
“ Straight Forward Junction ” working with distribu¬ 
tion, was successfully completed by the end of November. 

Erection of the equipment, using standard racks 
8' 6" x 4' 6", was carried to an advanced stage before 
the positions, in batches of six were stripped and re¬ 
wired to accommodate 36 cord circuits per position. 

The conversion results in a considerable saving of 
positions, is speedier in operation, and allows of an even 
distribution of traffic. 

The main items of plant fitted are contained in the 
following schedule ;— 
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Number 

of Non-Coupled Positions 

13 

? J 

Coupled Positions ... 

12 

1 5 

Incoming Junction (Strip 



Mounted Apparatus) 

1100 

» J 

Junction Finder Groups ... 

22 


Cord Circuit Distributors... 

22 

yy 

Cord Circuit Relay Sets ... 

900 

y y 

Line Finders 

924 

y y 

Position Cord Circuit 



Finders 

50 

y y 

Position opening Dis¬ 



tributors 

44 

y y 

Positions thrown spare or 



Recovered 

22 


As the work of conversion progressed, positions were 
gradually brought into service, so that on completion, a 
total of 1050 junctions obtain access to the 25 Straight 
Forward Junction positions. 

Each of the 22 junction groups consists of 42 line 
finders, the wipers being connected to the cord circuits 
(outlets) and the 50 bank contacts, in multiple, to 50 
incoming junctions and associated relays. The outlets 
from the groups are graded to all the positions, and 
access from any junction to any position is thus obtained. 

Positions are “ closed ” until the operator’s instrument 
plug is inserted, when it is opened, busy conditions being 
then removed on the associated outlets on all junction 
groups. 

Calls are distributed normally up to one call per free 
staffed positions, but if all staffed positions are handling 
a call, subsequent calls are distributed on a purely chance 
basis. 

A Position Opening Distributor operates if all outlets 
from any group to the staffed positions are busy. 

The advantages of the completed scheme are much 
appreciated by the traffic staff and its introduction assists 
them to cope with the additional pressure caused by the 
increased traffic resulting from the recent reduction in 
tariffs. 

THE SCOTTISH RADIO EXHIBITION, 1934. 

The Scottish Radio Exhibition held in the Kelvin Hall, 
Glasgow, from the 31st August to the 8th September, 
1934, was a typical example of Post Office enterprise and 
publicity methods. The results obtained far exceeded 
even the most optimistic expectations. Approximately 
80,000 people passed through the Post Office Stand 
during the term of the Exhibition, and the various 
activities of the Post Office—Telegraph, Telephone, Radio 
and Postal—proved of great interest to the public. 

The Post Office exhibit consisted of two main parts; 
the Stand proper, displaying working apparatus, and the 
Cinema, in which films and radio interference demon¬ 
strations were given. The exhibit covered a floor area 
of about 5,500 square feet, and was outstanding on 
account of its artistic appearance. The Department of 
Overseas Trade was responsible for its design and 
erection, and the Engineering Department for the equip¬ 
ment. 

Two 30-feet aerial masts with a triangular aerial be¬ 
tween them were prominent at the front of the exhibit. 
Beneath the aerial, at ground level, rested a four-foot 
globe of the world. The whole suggested the world-wide 
nature of the Radio-Telephone Services. The globe 
formed the centre of two approximately semi-circular 
counters with a public gangway between them. 

On the outer counters were displayed working tele¬ 
printers, an automatic demonstration set, radio inter¬ 
ference suppressors, the Cathode ray oscillograph and 


several museum items. On the inner counters a ——— 

cordless switchboard, several hand micro-telephones in 
various colours, and postal and interference literature 
. 10 + 30 

were on view. A-—-P.B.X. was also installed and 

60 

working. Other items included a cable-jointing exhibit 
and two working Kiosks No. 2. 

Two Teleprinters 7B, staffed by women operators, 
worked to each other and as they were only 10 feet apart 
the public were able to watch messages being transmitted 
as well as received. This proved a great attraction and 
it was evident that to many people was their first insight 
behind the scenes of a Telegraph Office; and not a few 
expressed surprise when told that the old Morse sounder 
was as dead as the proverbial dodo. A Telex line to the 
public Exchange system was provided for the receipt and 
transmission of bona-fide messages, and use was made 
of this facility to exchange greetings with the Post Office 
Exhibition at Scarborough. 

The four-digit automatic demonstration set was 
another great source of interest and the demonstrators 
were kept fully employed. One man enjoyed it so much 
that he returned three times, which speaks for itself. 
There is no doubt that as the result of persistent publicity 
the public is becoming “ telephone-minded.” 

At the Research counter the cathode ray oscillograph 
was the major attraction, the wavering green line 
operated by the gramophone of the “ See your voice ” 
telephone having a remarkable fascination for the man 
in the street. 

The Cinema seated 160 people and on either side of the 
screen various items of electrical plant which give rise 
to radio interference were exhibited. A film show con¬ 
sisting of two films, one on the telephone side and one on 
the radio interference side of the Department’s activities, 
was given. The films lasted about half an hour and at 
their conclusion a practical demonstration lasting fifteen 
minutes was staged. This demonstration showed the 
cause and cure of radio interference and was aimed at 
bringing home to users of electrical plant their respon¬ 
sibilities to the listening public. 

A microphone and loudspeaker were installed and this 
enabled the speaker to complete on more level terms with 
the loudspeakers in operation on the exhibitors’ stands 
in the body of the hall. Two officers were on the plat¬ 
form during the demonstration, one as an announcer 
and the other as the actual demonstrator. The audiences 
were verv interested and appreciative and the traffic to 
the Radio Information Bureau was heavier than ex¬ 
pected. Advice on radio interference problems was 
sought bv people living as far away as India, Canada, 
South Africa, and Borneo. 

South Lancs. District 

RETIREMENT OF MR. G. H. A. WILDGOOSE, 
M.I.E.E. 

Retiring on November 30th last, Mr. Wildgoose had 
completed more than 45 years of Post Office service. 
His official career began as Boy Clerk at Macclesfield in 
1889 and in 1890 he was appointed S.C. & T. In 1901 
he was transferred to the Engineering Department as 
Junior Clerk, Nottingham, and was made Sub-Engineer, 
Scotland East, in 1903, afterwards transferring to the 
Ireland (N.) District. In 1909 he was promoted 2nd 
Class Engineer in the old North Western District, with 
Headquarters in the Manchester Section. In 1911 he 
was made Assistant Engineer, South Lancashire District, 
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and in 1928 reached the tank of Executive Engineer, 
Technical Section. 

During his service in the South Lancashire District 
he took a very large share in the work of development 
and modernization of the telegraph and telephone 
systems, first on the Sectional work and later on the 
more technical side. 

He is joint author of a printed paper entitled “ The 
Economics of the Provision of Plant for Telephone 
Development,” read before the Institution of Post Office 
Electrical Engineers, for which he was awarded a Silver 
Medal. For many years he was the Local Secretary of 
the Institution. 

At a social function held on December 10th a radio- 
gramophone was presented to Mr. Wildgoose. There 
was a large and fully representative attendance and the 
eulogistic speeches of his colleagues left no doubt that 
he carries with him the best wishes of every one of them. 
He was regarded as a man of outstanding ability and 
upright character. He was ever helpful to his subor¬ 
dinates and a faithful servant of the Department. 
Motoring is his chief hobby, and may he long be spared 
to enjoy it. 

RETIREMENT OF MR. H. ESCOTT, A.M.I.E.E. 

Mr. H. Escott, Sectional Engineer of the Manchester 
Internal Section, retired on 12th August, 1934, on account 
of ill-health, and his many friends will share our regrets 
that the improvement we hoped would follow the re¬ 
linquishing of official cares, is all too slow in develop¬ 
ment; we still hope that continued rest will eventually 
restore him to good health. The staff marked their 
regard for him on retirement with a presentation of a 
Radiogam, accompanied by a Dressing Table Set for 
Mrs. Escott. 

It was always good to look back with him at the tele¬ 
phonic developments since he joined the staff of the 
National Telephone Company in 1896, and to realise the 
magnitude of the operations with which. he has been 
associated. Their number is beyond knowledge, and it 
is true to say that throughout his official career his 
keenest interest was displayed in all the progress made. 
He came over with the transferred staff in January, 1912, 
and occupied the Senior Assistant Engineer position until 
his promotion to Sectional Engineer in May, 1926. From 
that date to his retirement he was in charge of the Man¬ 
chester Internal Section. The latter period of his office 
was an exceptional trial, for during the time the area 
has been almost completely converted to Director Auto 
Working. The strain was too great and resulted finally 
in the breakdown, from which H.E. is still a sufferer. 

Those who knew H.E., the man, will never forget his 
many acts of assistance to staff and friends in need of 
help. His lovable nature endeared him to the staff he 
so ably controlled, and we extend to him this further 
message of sympathy and goodwill. 

RETIREMENT OF MR. A. E. WHITE, A.M.I.E.E. 

Mr. A. E. White, Sectional Engineer of the Manchester 
East Section, retired on the 30th September, 1934, after 
46 years’ service. The staff showed their appreciation 
of him on October 15th, when a presentation was made 
to him by Mr. T. E. Herbert, Superintending Engineer, 
on their behalf. 

Mr. White entered the Post Office Service as a Tele¬ 
graph Messenger in 1888, and in July, 1891, was 
appointed Telegraphist. In January, 1902, he entered 
the Engineering Department as a Third Class Clerk at 
Nottingham, and after 2i years was promoted to Sub- 
Engineer at Sheffield. He remained on the Sheffield 
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staff until May, 1920, having seen service in the mean¬ 
time in London, in connexion with the Inventory of the 
N.T. Co’s plant, Coventry, and the Orkney Islands. 

Mr. White was promoted to a Second Class Engineer 
in 1909. In 1920 he was transferred to Manchester as 
an Assistant Engineer and served under Mr. Magnall 
until the latter’s retirement. In March, 1931, he was 
appointed Sectional Engineer of the Manchester East 
Section and had a particularly arduous term of office, 
since the heaviest part of the Automatic Transfer Pro¬ 
gramme in Manchester occurred during this period. 

M. White’s wide experience of the Engineering Depart¬ 
ment’s operations proved invaluable during this time, 
and his subordinates were always able to put their diffi¬ 
culties to him and be sure of sympathetic treatment and 
valuable advice. 

Northern Ireland District 

BELFAST RADIO EXHIBITION. 

After four davs intensive effort on the part of the staff 
of the Northern Ireland Engineering District! the first 
Telephone Exhibition to be staged in Ulster was opened 
on 5th October in the new King’s Hall at Balmoral. 

Shortly before the opening of the Hall to the public, 
the Superintending Engineer, Mr. T. T. Partridge, 
arrived in company with Mr. Ardern, the Postmaster- 
Surveyor. They were greeted in the vestibule by the 
“ Mystery Teleprinter ” which was busily engaged in 
typing out a message of welcome to them and asking for 
their scrutiny of the main Post Office Exhibit which was 
situated at the far end of the Hall. After a close exam¬ 
ination of each item in the Post Office exhibit, the Super¬ 
intending Engineer announced his entire satisfaction 
and later expressed his appreciation to the Engineering 
staff in a suitably worded telegram. 

At 8.0 p.m. the Show was officially opened by Viscount 
Craigavon, the Prime Minister of Ulster, who during the 
opening ceremony, received a telegram from Sir Kingsley 
Wood, the Postmaster-General. The telegram, which 
the Prime Minister read to the assembly, ran as follows : 

“It gives me great pleasure to learn that you are 
visiting the Post Office Stand at the Belfast Radio 
Exhibition to-night. I hope you will find the 
exhibits interesting and appreciate our desire to show 
some of the various ways in which the Post Office 
endeavours to serve the public. I retain a very 
pleasant recollection of the visit to Belfast which you 
made so agreeable to me last January, and look for¬ 
ward to renewing my acquaintance with the North of 
Ireland. 

Kingsley Wood, Postmaster-General.” 

Viscount Craigavon immediately dispatched the follow¬ 
ing reply : 

“ Postmaster-General, G.P.O., London. 

“ Many thanks; all here delighted to receive your 
encouraging message. Assure you hearty welcome 
any time you return.” 

After the opening ceremony the Prime Minister and 
Viscountess Craigavon visited the Post Office exhibit and 
showed the liveliest interest in the four-digit automatic 
demonstration set which had a particular appeal to them 
in view of the imminent transfer to automatic working in 
Belfast. Passing to the Radio Interference exhibit, Mr. 
Partridge explained to Viscountess Craigavon the various 
ways in which interference to wireless sets is radiated from 
automatic traffic signals, vacuum cleaners, and other piece 
of electrical machinery. In the meanwhile the Prime 
Minister was experimenting with the cathode ray oscil¬ 
lograph and the antics of his voice dancing as a complex 



wave of light across the oscillograph screen caused great 
amusement to a crowd that packed the whole exhibit. 

After the rush of the opening day, the stream of visitors 
settled down to a steady influx of about two to three 
thousand per diem. This figure, rather than declining, 
showed a tendency to increase as the show drew to an 
end. A large proportion of visitors evinced a keen 
interest in automatic working and the questions asked on 
this aspect of the exhibit were both numerous and varied. 
It was apparent that Belfast intends losing no time in 
becoming “ auto-minded.” 

Perhaps the most popular item of the Show was the 
Wireless Interference exhibit which was almost con¬ 
tinuously surrounded by an intensely interested crowd. 
It became increasingly apparent during the Show that 
very few wireless owners were aware of the interference 
suppression facilities offered by the Post Office. Proof of 
this was evident at the Enquiry Bureau which took 274 
interference complaints during the course of the Ex¬ 
hibition. 

RETIREMENT OF MR. A. M. HILLS. 

Mr. Hills, Chief Clerk of the Northern Ireland District, 
retired on the 23rd September, 1934, and at the October 
meeting of the Local Centre tribute was paid to him for 
his nine years’ work as Honorary Secretary of the Centre. 
In moving a vote of thanks to the late Secretary, the 
Chairman said that Mr. Hills was a man of unbounded 
energy and stated that only those in close touch with him 
were aware of the amount of work he successfully under¬ 
took. Mr. Hills was unable to be present at the meeting, 
but the thanks of members and their best wishes for many 
happy years in retirement were conveyed to him. We 
shall all miss his genial character. 

A more tangible form of appreciation, in the form of a 
gold watch, was presented to Mr. Hills by the Super¬ 
intending Engineer, Mr. T .T. Partridge, on behalf of 
the staff, at a pleasant little function held in the Super¬ 
intending Engineer’s Office on the 28th November. 

South Western District 

CABLE CREEPAGE. RESTORATION OF CABLE 
TO ORIGINAL POSITION OF “ PULLING-BACK.” 

Two serious cases of cable creepage occurred recently 
in this District. It is not intended to describe the 
features of the actual creeping as, no doubt, readers are 
by this time well acquainted with this aspect. 

As far as is known, however, these were the first 
occasions upon which the cable has actually been restored 
to its original position by means of “ Pulling-back.” 


The first case occurred in the Bristol-London main road 
near Keynsham, i.e., between Bristol and Bath. Six 
jointing lengths of the Bristol-Salisbury 4/40 Screened 
and 138/20 P.C.Q.T. M/U. Cable were affected. The 
provision of suitable anchorage could have obtained only 
if considerable structural alterations to the manholes had 
been carried out. It was, therefore, decided to attempt 
the experiment of pulling back the cable. 

Flexible joints were employed so that each length could 
be handled separately. The joints themselves consisted 
of an 18 inch length of Cable P.C.T. ISO-pr/lO from 
which the lead sheath had been removed. The pulling 
rope was attached to the cable by means of figure 8 lash¬ 
ing around a split grip, and in the instances where the 
joint had entered the duct mouth, two half-hitches in a 
steel rope were passed over the joint and pushed up the 
duct beyond it. This provided sufficient grip in the cases 
so treated, but would not be recommended where it was 
anticipated that considerable force would be necessary to 
break the adhesion between cable and duct surface. 

Special care was taken to pull back the cable by 
amounts of not more than two inches at a time, and it is 
interesting to note that, in one case only, was it necessary 
to piece the joint on removal of the flexible cable. This 
fact indicates that considerable care had been exercised in 
judging the distances pulled back in each case. No inter¬ 
ruption to working circuits was caused throughout the 
operations and no sign of damage to sheath was evident, 
or has become apparent since. 

The second case occurred on the 122/20 P.C.Q.T. 
Bristol-Yeovil L. & B. Cable near “ Halfway Inn ” be¬ 
tween Yeovil and Ilchester. Circumstances in this case 
were rather different inasmuch as J.R.C’s 7 were con¬ 
cerned, which were rather deeper than usual, due to 
super-elevation of the road surface which had been carried 
out after the installation of the duct line. Also, the ducts 
were liable to sudden flooding and the cable had been 
draw it> by double lengths. These factors prompted the 
decision to attempt the “ pull-back ” in double lengths, 
with a joint in the middle of each section so pulled. 

The small size and depth of the boxes caused some 
difficulty and the draw rope had to be run back through 
a spare way of the duct to obtain a horizontal pull on the 
cable, the winch, of course, being situated one joint box 
behind the actual 11 pulling ” point. 

In the first attempt this arrangement of the draw 
rope and winch was duplicated so that the double length 
was pulled from the middle and the end; this necessitated 
having four holes open at a time and a signalling system 
between the men carrying out the operations. The 
method was impoved by substituting a lever arrangement 
at the end of the length being pulled in lieu of the second 
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draw rope and associated winch. The lever consisted of 
a crowbar fitted with an extension tube attached to the 
cable by means of a short rope and cable grip so that a 
horizontal pull was obtained. The bottom of the bar 
acted as the fulcrum and was held in position by means 
of old oak arms jammed between the sides of and at the 
bottom of the box. This method reduced the signalling 
necessary and had the great advantage of having control 
of the two portions of the double length pulled at the same 
point. 

A safety device in the form of a coil spring was fitted 
to the cable at the far end of the length being pulled, in 
such a way that only about four inches could be moved 
during each pull, the object being, of course, to prevent 
any sudden rush of the cable and consequent buckling at 
the point where the slack was being handled. The sketch 
shows both methods employed in this case. 

The whole operations were highly successful and it 
speaks well for the care exercised by the officers con¬ 
cerned when it is stated that the safety device did not 
actually operate. Its use is highly recommended, how¬ 
ever. 

The following points may be of interest :— 

In each case dealt with so far in this District there has 
been only one medium sized cable in the conduit. 

The duct lines concerned were fairly recent and spare 
ways were available. 

The cables were well coated with petroleum jelly and 
were moved without difficulty. 

It has proved safe and economical to pull back two 
lengths at a time. The lengths should be pulled quite 
independently, although partially simultaneousy and it is 


desirabe to control both lengths from one point. Flexible 
joints may or may not be necessary, according to local 
circumstances, the chief concern being the control of the 
slack produced by the pulling back. 


North Midland District 

Mr. A. Broomhead, Sectional Engineer at Peter¬ 
borough, retired from the service on the 31st December. 
He served with the Sheffield Telephone Exchange Com¬ 
pany from March, 1890, and later with the National Tele¬ 
phone Company from 1892. With the Company he was 
successively Local Manager at Chesterfield, Derby and 
Sheffield (outer Division) and on transfer to ' the Post 
Office, Assistant Engineer at Sheffield and Canterbury, 
being promoted to Peterborough from the Cathedral City. 

A dinner was held at the Angel Hotel, Peterborough, 
to bid him official farewell, when Mr. F. Milward Smith, 
A.M.I.E.E. (Assistant Engineer) presided, supported by 
Mr. A. Wright, M.I.E.E. (Superintending Engineer), Mr. 
D. S. Arundel, A.M.I.E.E. (Assistant Superintending 
Engineer), Messrs. N. A. Saltmarsh and J. S. Baskill 
(Chief Inspectors), Mr. Millard (Head Postmaster), and 
members of the Sectional Engineer’s Staff. Mr. J. 
McA. Owen, who is Mr. Broomhead’s successor, was a 
welcome visitor. 

Expressions from all grades testified to the universal 
esteem in which Mr. Broomhead was held, and the Super¬ 
intending Engineer on behalf of the Staff asked him to 
accept a Bush Wireless Receiver as a tangible token. 

May he have many happy days at Bournemouth. 


Book Reviews 

“ Electrical Communication.” A. L. Albert, M.S. 
Chapman & Hall, Ltd., London. Price 31/-. 

The author, who is Associate Professor of Communica¬ 
tion Engineering, Oregon State College, has succeeded in 
presenting, within relatively small compass, the various 
phases of transmitting intellgence electrically as they con¬ 
tribute to the problem of providing the public with an 
adequate and economical communication service. 

The book has been produced, not for the specialist in 
particular, but for telecommunication engineers in general 
and whilst American practice is, of course, described, the 
work is sufficiently generalized to be of material interest 
to engineers and students of telecommunication as well 
as to those engaged in other administrative phases. 

After devoting three chapters to a historical survey of 
the subject and to the physical process involved in speech 
and hearing, the author discusses the electrical funda¬ 
mentals of telecommunication. Next follow short chapters 
on the characteristic features of modern transmitters and 
receivers. 

The various switching systems employed in manual and 
automatic telephone exchanges next receive attention, and 
then follows a discussion on the principles of modern 
telegraph systems. 

The four following chapters are devoted to telephone 
transmission and kindred subjects, such as attenuators 


and filters, loaded circuits, and inductive interference. 
The book closes with three chapters on electron tubes and 
their application to both wire and radio communication. 

The book is adequately illustrated and well indexed; 
a very convenient feature is the copious bibliography 
given at the end of each chapter. 

To those engaged in administrative, supervisory, or 
similar activities which are essentially non-technical in 
nature, but who desire a better understandng of the plant 
and engineering features of telecommunication, this work 
can be recommended as giving an admirable survey of the 
whole field. W.S.P. 

“ Electron Tubes in Industry.” Keith Henney. 
McGraw-Hill Book Co., Ltd., London. Price 30/- net. 

The use of thermionic and light-sensitive tubes in tele¬ 
communication is well known and the many books on the 
subject cover the work thoroughly. In recent years, 
however, there has been an impressive growth in the uses 
of electron tubes in other industries and the purpose of 
this book is to describe as many of these industrial appli¬ 
cations as is necessary to explain the fundamental 
principles involved. At the same time, the newer tubes, 
such as the thyratron or grid-glow tube, which are also 
used in telecommunication, are described adequately. 

W.S.P. 
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Staff Changes 


Promotions. 


Name. 

From. 

To. 

Date. 

Anson, B. O. ... 

Staff Engineer, Equipment Section, 
E.-in-C.O. 

Assistant Engineer-in-Chief. 

3-12-34 

Brocklesbey, C. 

Assistant Superintending Engineer, 

N. West District. 

Superintending Engineer, N. West 
District. 

1-2-35 

de Wardt, R. G. 

Assistant Superintending Engineer, 

S. West District. 

Superintending Engineer, S. Eastern 
District. 

1-1-35 

Faulkner, H. ... 

Assistant Superintending Engineer, 

N. Wales District. 

Superintending Engineer, N. Wales 
District. 

1-1-35 

Struthers, G. A. 

Executive Engineer, Rugby Radio. 

Assistant Staff Engineer, E.-in-C.O. 

1-1-35 

Hannaford F. S. 

Executive Engineer, N. Wales District. 

Assistant Superintending Engineer, 

N. Western District. 

1-2-35 

Peck, H. G. S. 

Executive Engineer, London District. 

Assistant Superintending Engineer, 

N. Wales District. 

1-1-35 

Perris, F. R. 

Assistant Engineer, S. Eastern 
District. 

Executive Engineer, S. Eastern 
District. 

16-10-34 

Evans, G. T. ... 

Assistant Engineer, E.-in-C.O. 

Executive Engineer, E.-in-C.O. 

1-1-35 

McDonald, A. G. 

Assistant Engineer, Northern District. 

Executive Engineer, Northern Dist. 

1-12-34 

Palmer, R. W. 

Assistant Engineer, E.-in-C.O. 

Executive Engineer, E.-in-C.O. 

1-1-35 

Hudson, A. 

Assistant Engineer, N. Wales District. 

Executive Engineer, N. Wales District. 

1-2-35 

Millar, H. T. W. 

Assistant Engineer, Scot. East District. 

Executive Engineer, Scot. East Dist. 

1-1-35 

Hill, J. N. 

Assistant Engineer, London District. 

Acting Executive Engineer, London 
District. 

1-1-35 

Parker, R. . 

Chief Inspector, Northern District. 

Assistant Engineer, Northern Dist. 

1-12-34 

Burrells, W. . 

Chief Inspector, London District. 

Assistant Engineer, London District. 

1-1-35 

Colston, A. S_ 

Chief Inspector, N. Ireland District. 

Assistant Engineer, N. Ireland Dist. 

30-8-34 

Lewis, S. G. ... 

Repeater Officer Class II., Northern 
District. 

Chief Inspector, E.-in-C.O. 

23-7-33 

Mills, E. G. 

Inspector, N. Midland District. 

Chief Inspector, N. Midland District. 

8-9-34 

Parrott, G. . 

Inspector, N. Midland District. 

Chief Inspector, S. West District. 

22-9-34 

Arnold, W. H. 

Inspector, S. Midland District. 

Chief Inspector, S. Midland Dist. 

26-8-34 

Tough, J. D. ... 

Inspector, N. West District. 

Chief Inspector, S. West District. 

29-7-34 

Haigh, H. L. ... 

Inspector, N. East District. 

Chief Inspector, N. East District. 

27-11-34 

Lyddall, A. G. 

Inspector, E.-in-C.O. 

Chief Inspector, E.-in-C.O. 

1-6-34 

Carter, G. W_ 

S.C. & T., Lowestoft. 

Repeater Officer Class II., Eastern 
District. 

19-5-34 

Knights, A. J. L. 

S.W.I., N. Midland District. 

Inspector, N. Midland District. 

14-4-34 

Twycross, A. E. 

S.W.I., N. Midland District. 

Inspector, N. Midland District. 

13-6-34 

Allen, F. . 

S.W.I., N. Midland District. 

Inspector, N. Midland District. 

28-7-34 

Woodcock, W. 

S.W.I., London District. 

Inspector, London District. 


Weakley, H. E. 

S.W.I., London District. 

Inspector, London District. 


Taylor, H. C_ 

S.W.I., London District. 

Inspector, London District. 


Bartholomew, C. P_ 

S.W.I., London District. 

Inspector, London District. 


Brown, E. B. ... 

S.W.I., London District. 

Inspector, London District. 


Bell, T. H. 

S.W.I., London District. 

Inspector, London District. 


Walker, A. H. 

S.W.I., London District. 

Inspector, London District. 


Patrick, F. H. . 

S.W.I., London District. 

Inspector, London District. 

later. 

Blunt, C. E. ... 

S.W.I., London District. 

Inspector, London District. 

Barratt, J. W. 

S.W.I., London District. 

Inspector, London District. 


Stone, M. C. ... 

S.W.I., S. West District. 

Inspector, S. West District. 


Daines, W. J. J. 

S.W.I., Eastern District. 

Inspector, Eastern District. 

) 

Nolli, L. M. 

S.W.I., Northern District. 

Inspector, Northern District. 

Moller, E. J. ... 

Draughtsman, Cl. I., E.-in-C.O. 

Senior Draughtsman, E.-in-C.O. 

1-9-34 

Ford, F. V. ... 

S.W.I., S. West District. 

Inspector, S. West District. 

7-8-34 

Robertson, V. 

S.WI., Scot. East District. 

Inspector, Scot. East District. 

4-11-34 

Soons, A. T. ... 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Coster, F. A. J. 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

9-9-34 

Townsend, E. E. S. ... 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Clevely, S. E. ... 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Coulson, J. N_ 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Eagle, R. J. A. 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Perkins, J. J. ... 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Williams, L. A. 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

Morris, T. G. ... 

S.W.I., E.-in-C.O. 

Inspector, E.-in-C.O. 

5-7-34 

birmin, E. W. - 

Chief Officer, H.M.T.S. “ Alert.” 

Commander, H.M.T.S. “ Monarch.” 

28-8-34 

Roberts, F. R. 

Second Officer, H.M.T.S. “ Monarch.” 

Chief Officer, H.M.T.S. “ Monarch.” 

3-9-34 

Jago, D. V. ... 

Third Officer, H.M.T.S. “Alert.” 

Second Officer, H.M.T.S. “ Alert.” 

6-9-34 

Elston, F. A. _ 

Fourth Officer, H.M.T.S. “ Alert.” 

Third Officer, H.M.T.S. “ Alert.” 

6-9-34 

Benzies, A. C. 

S.W.I., N. Irelanud District. 

Inspector, N. Ireland District. 

15-7-34 

Clarke, T. M. 

S.W.I., N. Ireland District. 

Inspector, N. Ireland District. 

12-8-34 

Barton, J. 

S.W.I., N. Wales District. 

Inspector, N. Wales District. 

9-9-34 

Keast, R. E. 

S.W.I., S. West District. 

Inspector, S. West District. 

1-10-34 
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Name. 

From. 

To 

Date. 

Rae, G. 

S.W.I., N. Midland District. 

Inspector, N. Midland District. 

26-9-34 

Smart, H. W.... 

S.W.I., S. West District. 

Inspector, S. West District. 

25-10-34 

Farnworth, W. R. ... 

S.W.I., N. West District. 

Inspector, N. West District. 

20-10-34 

Gould, J. W. ... 

S.W.I., N. West District. 

Inspector, N. West District. 

5-8-34 

Thompson, G. 

S.W.I., N. West District. 

Inspector, N. West District. 

20-10-34 

Jones, F. 

S.W.I., S. Midland District. 

Inspector, S. Midland District. 

12-8-34 

Lieberman, H. J. 

S.W.I., S. Midland District. 

Inspector, S. Midland District. 

23-9-34 

House, L. F. ... 

S.W.I., S. Midland District. 

Inspector, S. Midland District. 

2-9-34 

Bingham, J. 

S.W.I., Northern District. 

Inspector, Northern District. 

11-11-34 

Fletcher, W. J. 

Draughtsman Class II., E.-in-C.O. 

Draughtsman Class I., E.-in-C.O. 

16-10-34 


Retirements. 


Name. 

Rank. 

District. 

Date. 

Hart, A. B. ... 

Assistant Engineer-in-Chief. 

— 

2-12-34 

Tissington, H. G. 

Executive Engineer. 

Scotland East. 

3-11-34 

Smith, J. I. 

Executive Engineer. 

Northern. 

30-11-34 

Wildgoose, G. H. A_ 

Executive Engineer. 

S. Lancashire. 

30-11-34 

White, A. E. 

Executive Engineer. 

S. Lancashire. 

30-9-34 

Savory, D. C. 

Assistant Engineer. 

N. Eastern. 

31-10-34 

Marsden, W. A. 

Chief Inspector. 

S. West. 

21-9-34 

Baldry, G. N. 

Chief Inspector. 

London. 

31-10-34 

McLeod, J. 

Chief Inspector. 

Northern. 

19-11-34 

Trickett, W. ... 

Chief Inspector. 

N. Eastern. 

30-11-34 

Dalston, G. 

Inspector. 

N. West. 

26-10-34 

Darvill, H. J. 

Inspector. 

1 S. West. 

24-10-34 

Davidson, T. 

Inspector. 

Northern. 

5-11-34 

Ives, B. J. 

Inspector. 

S. Wales. 

17-10-34 


Deaths. 


Name. 

Rank. 

District. 

Date. 

Cook, A. 

Chief Inspector. 

Northern. 

1-11-34 

Storey, F. C. ... 

Chief Inspector. 

E.-in-C.O. 

27-10-34 

Dunning, F. T. 

Inspector. 

S. Lancashire. 

17-9-34 


Transfers. 


Name. 

Rank. 

From 

To 

Date. 

Morris, A. 

Assistant Staff Engineer. 

E.-in-C.O. 

S. Western District. 

1-1-35 

Warren, A. C. 

Executive Engineer. 

E.-in-C.O. 

Rugby Radio. 

1-1-35 

Vickery, W. ... 

Executive Engineer. 

S. Eastern District. 

E.-in-C.O. 

16-9-34 

Luxton, W. G. 

Assistant Engineer. 

E.-in-C.O. 

Scot : East District. 

1-10-34 

Ramsay, M. W. 

Assistant Engineer. 

E.-in-C.O. 

Scot : East District. 

1-11-34 

Harrison, G. B. W.... 

Assistant Engineer. 

E.-in-C.O. 

Eastern District. 

9-9-34 

Pratt, R. O. 

Chief Officer. 

H.M.T.S. “ Monarch.” 

H.M.T.S. “ Alert.” 

3-9-34 

Coates, A. G. ... 

Inspector. 

E.-in-C.O. 

London Test Branch. 

17-9-34 

Latimer, E. D. 

Inspector. 

E.-in-C.O. 

London Test Branch. 

17-9-34 

Ivory, J. . 

Inspector. 

E.-in-C.O. 

London Test Branch. 

17-9-34 

Shrubsall, F. W. 

Inspector. 

London District. 

E.-in-C.O. 

17-10-34 

Webb, A. W. 

Inspector. 

E.-in-C.O. 

L.E.D. 

2-12-34 

Dadswell, J. H. 

Draughtsman Class II. 

E.-in-C.O. v 

L.E.D. 

2-12-34 

Jones, H. E. ... 

Draughtsman Class II. 

E.-in-C.O. 

N. West District. 

1-10-34 
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Appointments. 


Name. 

From. 

To. 

Date. 

Coleman, W. L. A. ... 

Inspector, London District. 

Probationary Assistant Engineer, 
E.-in-C.O. 

1-10-34 

Seaman, E. C. H. ... 

Inspector, E.-in-C.O. 

Probationary Assistant Engineer, 

N. Midland District. 

1-10-34 

Smith, D. 

Probationary Inspector, Northern Dist. 

Probationary Assistant Engineer, 
Northern District. 

1-10-34 

Goodchild, R. F. 

Inspector, London District. 

Probationary Assistant Engineer, 

To be fixed 
later. 

Turner, C. 

Draughtsman Class II., N. West 

Probationary Assistant Engineer, 

To be fixed 


District. 

E.-in-C.O. 

later. 

Turner, H. A. . 

Inspector, E.-in-C.O. 

Probationary Assistant Engineer, 

S. Midland District. 

1-10-34 


Appointments— continued . 


Name. 

Rank. 

To. 

Date. 

Reed, R. E. ... 

Inspector, N. Eastern District. 

Probationary Assistant Engineer, 





N. Eastern District. 



Nicholls, C. A. L. 

Inspector, S. Western District. 

Probationary Assistant Engineer, 





S. Western District. 



Wilcockson, H. E. ... 

Inspector, E.-in-C.O. 

Probationary Assistant Engineer, 





E.-in-C.O. 



Combridge, J. H. 

Inspector, E.-in-C.O. 

Probationary Assistant Engineer, 





S. Eastern District. 



Maddison, W. H. 

Inspector, London District. 

Probationary Assistant Engineer, 





London District. 


1-10-34 

Blackburn, E. 

Inspector, E.-in-C.O. 

Probationary Assistant Engineer, 





E.-in-C.O. 



Millar, D. P. M. 



Probationary Assistant Engineer, 






E.-in-C.O. 



Parker, J. D. ... 



Probationary Assistant Engineer, 





From Open Competition. 

E.-in-C.O. 



Bray, W. J. 



Probationary Assistant Engineer, 






E.-in-C.O. 



Pearce, C. A. R. 


1 

Probationary Assistant Engineer, 





E.-in-C.O. 


Watson, S. W. 

Unestablished Draughtsman, 

Draughtsman Class II., E.-in-C.O. 

10-10-34 


E.-in-C.O. 



Carroll, H. T. 

Unestablished Draughtsman, 

Draughtsman, Class II., N. Mid. 

14-10-34 


N. Midland District. 

District. 


Garrett, J. F. , . 

Unestablished Draughtsman, 

Draughtsman Class II., E.-in-C.O. 

22-11-34 


E.-in-C.O. 




CLERICAL GRADES. 


Promotions. 


Name. 

From. 

To. 

Date. 

Lewis, Major H. E. C. 

Executive Officer, E.-in-C.O. 

Acting Staff Officer, E.-in-C.O. 

31-8-34 

Cowie, G. 

Clerical Officer, Scot. West Dist. 

Acting Higher Clerical Officer, 

N. Ireland District. 

14-10-34 

Malkin, ]. L. 

Staff Officer, E.-in-C.O. 

P. Clerk, E.-in-C.O. 

1-1-35 

Bishop, H. G_ 

Acting Staff Officer, E.-in-C.O. 

Staff Officer, E.-in-C.O. 

1-1-35 

Lewis, Major H. E. C. 

Acting Staff Officer, E.-in-C.O. 

Staff Officer, E.-in-C.O. 

24-1-35 

Suttle, E. C. ... 

Executive Officer, E.-in-C.O. 

Acting Staff Officer, E.-in-C.O. 

1-1-35 

Ford, F. C. 

Executive Officer, E.-in-C.O. 

Acting Staff Officer, E.-in-C.O. 

24-1-35 

Glover, G. 

Acting Executive Officer, E.-in-C.O. 

Executive Officer, E.-in-C.O. 

1-1-35 

Smith, G. S. ... 

Acting Executive Officer, E.-in-C.O. 

Executive Officer, E.-in-C.O. 

12-1-35 

Fraser, W. M. 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

1-1-35 

Batey, T. W. ... . 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

23-9-34 

Boyd, R. . 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

31-8-34 

Knightbridge, H. T_ 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

31-8-34 

Topley, W. D. 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

16-9-34 

Meredith, C. T. 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

7-10-34 

Robertson, N. 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

12-1-35 

Inskip, C. R. ... 

Clerical Officer, E.-in-C.O. 

Acting Executive Officer, E.-in-C.O. 

24-1-35 

Fraser, W. M. 

Acting Executive Officer, E.-in-C.O. 

Executive Officer, E.-in-C.O. 

24-1-35 
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Transfers. 


Name. 

From. 

To. 

Date. 

Binnington, T. C. ... 

Higher Clerical Officer, S. West Dist. 

Higher Clerical Officer, N. Ire. Dist. 

21-8-34 

Peak, H. C. 

Higher Clerical Officer, S. Mid. Dist. 1 

Higher Clerical Officer, S. East Dist. 

1-10-34 


Retirements. 


Name. 

From. 

To. 

Date. 

Sheppard, A. H. 

P. Clerk, E.in-C.O. 

— 

31-1-2-34 

Burge, C. W. 

Staff Officer, E.-in-C.O. 

— 

23-1-35 

Reed, F. L.^ 

Executive Officer, E—in-C.O. 

— 

11-1-35 


Appointment from Open Competition. 


Name. 

From. 


Date. 

Harrison, J. H. 

Executive Officer, E.-in-C.O. 

— 

12-11-34 
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